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How to Order 


. Our terms are 1% 15 days, net 30 days. 


_ This Catalogue illustrates our line of Residential and Commercial Glassware 


and Lighting Fixtures and supersedes all previous issues. Items appearing in 
previous catalogues which are not illustrated in this one have been dis- 
continued. 


_ “Practically all items are packed in specially designed cartons with proper 


interior parts for each particular number. Our standard packages contain as 
few of each article as is economically practicable, and for this reason, we do 
not solicit nor can we accept orders for less than standard packages.’ 


. Orders on which specifications are not definitely clear cannot be filled with- 


out considerable loss of time consumed in writing for needed information. 
Follow instructions when ordering to facilitate prompt service. 


. State clearly how the goods ordered are to be shipped, whether by freight, 


express or otherwise. If there is any preference for a certain route, it should 
be mentioned on the order. 


. Great care is used in filling orders promptly, packing goods properly and 


obtaining receipts from carriers for delivery in good condition. We cannot, 
therefore, be responsible for goods damaged or lost in transportation. Alll 
possible precautions, however, will be used to prevent injury or delay and 
if requested, shipment will be traced. 


. All claiins concerning the shipment of goods must be made within one week 


after their receipt. 


8. When referring to orders always give the number and date of your order. 


10. 


. Orders from persons unknown to us, unless properly rated by commercial 


agencies should be accompanied by draft or business references, or, if 


desired to be sent C.O.D., an amount sufficient to cover express or freight 


charges. 


“Railroad rates are based on minimum weights of 100 Ibs. and if customers — 


order less than 100 lbs. we will assume immediate shipment is desired 


regardless of weight, unless the order specifically requests shipment with 
other goods.” 


ALL PRICES ARE F. ©. B. OUR FACTORY © 
IN PHILADELPHIA a 
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E2908 Me enrearas 106-106A 3610-Bret se ccna 160E SSl0-Dare eee 204 316-EM ....... IS9A 
2910 ome: 163/106 3612 ein eee 160E 570) eee cer: 6-A/7A 6216-R eet 159A 
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3214-E Enameled. 160A 80 
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PAGE 2A 


“Woodbury” Line 

















Ps 
| 
button switch in boftom centre. add $1.50 List 
i | 
| 
For extra lengths of chain on pendant fixtures, 
add 45c¢ List per foot or fraction of a foot 
z 
tT 


Listed under Label Service of Underwriters 





Choice of Finishes: 


Copper Bronze and Chrome 
or 
Natural Bronze 
with 
Gold Iridescent Glassware 











No. 1001 [1 Light Bracket] 
Backplate s :., cctone ick one 5 x 5 inches 


Extension from wall........... 7 inches 


[with Canopy Turn Button Switch] 


Standard Package ........... 2 pieces 





* Laboratories, Inc. 














PAGE 2B oa oe a 











Choice of Finishes: 


Copper Bronze and Chrome 





or 






Natural Bronze 
with 
Gold Iridescent Glassware 






No. 1025 [5 Lights] 


Penath Overall 16 inches 
- Spread : 18 inches 
2 For 5 light fixtures wired with 3 circuit turn 


button switch in bottom centre, add $1.50 List 








When ordering please give 
fixture number and 
finish required 

















i] : 
/ Length: Overall iiniis cs a se nae 3 eee ee 15 inches 
HH Spreads os's.ccd » ate eee eee 15 inches 
iH] 
Listed under Label Service of Underwriters’ Laboratories, Inc. 7 
— ~ ~y 
= ——— "Ss 
=O = 
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“Woodbury” Line 
; 





Choice of Finishes: 
Copper Bronze and Chrome 


or 
Natural Bronze 
with 
Gold Iridescent Glassware 














No, 1008 [| Light] 


Diameter of Metal Riggs Ae: 7\/4 inches 
Overall depth ... ceseee 42 inches 
Glassware ................ 63% inches 


No. 10!0 [1 Light] 


Diameter of Metal Ring.... 7!/4 inches | 
Overall depth .. ; 6 inches 
Glassware ..... ... 8!/2 inches 
Standard Package ......... 2 pieces 
ad 





When ordering please give 
fixture number and 
finish required 








Length Overall .... Se Bae Maree Dkr cate Re ah NCNOS 
Spread ieee <a kien ee Bice acauctnin alee Manone 15 inches 





+? 


Listed under Label Service of Underwriters’ Laboratories, Inc. 




















——— Gr: 











Length Overall .......... 
SEA. che tsiet ecciacs ; 


For 5 light fixtu 


button switch in bottom centre, 


add $1.50 List 





For extra lengths of chain on pendant fixtures 
add 45¢ List per foot or fraction of a foot 








Tee 
“Melrose Line 
I 


t 


Choice of Finishes: 
Polished Chrome and Blue 





with 
Pearl Iridescent Glassware 
or 
Copper Bronze and Chrome 
with 











? 


; 
? 
.* 
Listed under Label Service of Underwriters’ Laboratories, Inc 


Gold Iridescent Glassware 








No. 2001 [1 Light Bracket} 
Backplate ...... 


.. 4Y/_ x 4/2 inches 
Extension from wall 


Senate? 8 inches 
[with Canopy Turn Button Switch] 


Standard Package pieces 


. 
~ 
“rn —- 
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=| 


A pe | 
Melrose Line | 





Choice of Finishes: 


Polished Chrome and Blue 
with 

Pearl Iridescent Glassware 

or i 

Copper Bronze and Chrome 

; with | 

Gold Iridescent Glassware 

















No. 2025 [5 Lights] 
Length Overall 





lenis Sia. ane sansmale cironeaa ronan poner 16 inches 

SAGE Ars. - = Reon Fads ..20 inches a 
For 5 light fixtures wired with 3 circuit turn ? 
button switch in bottom centre, add $1.50 List : 





When ordering please give 
fixture number and 
finish required 








No. 2023 [3 Lights] 


Length Overall 


shan abacsdere Pee as Oe he a 15 inches 
Spread rete 


qaits la hebia< evs 17 inches 


Listed under Label Service of Underwriters’ Laboratories, Inc. 








=== @y,>.. 
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a —= Fr: 





| ; 
| “Melrose. Line 


























| 
; 
|| 
j 5 ; 
| When ordering please give 
| ‘ 
fixture number and 
| finish required 
| 
| 
| 
| 
II No. 202! [1 Light] | 
i Length Overal .12 inches 
| Width .... .. 9 inches 
| | 
if | 
| | 
5 | 
Choice of Finishes: 
Polished Chrome and Blue 
with 
Pearl Iridescent Glassware 
or 
Copper Bronze and Chrome 
with 
Gold Iridescent Glassware 
No. 2033 [3 Lights] 
Length Overall). :%. caked i. .....42 inches 
Spread 7h ....17 inches 
* 


Listed under Label Service of Underwriters’ Laboratories, Inc. 














“Chester” Line 


No. 4035 [5 Lights] 
MORO OVETO sics'y a. cea a ag! tic Re . .42 inches 
Betis sik. » - tes See > ...+.--.20 inches 


For 5 Light fixtures wired with 3 circuit turn button switch 
in bottom centre, add $2.25 List. 





For extra lengths of chain, 


add 45c¢ list per foot or 


fraction of a foot. 








abe 


+4 





PAGE 4-A 





Finish 


Col onial Brass 


witn 


Crystal Frosted Cut Shades 


[as illustrated] 











No. 4001 [1 Light Bracket] 


Backplate......4!% x 419 inches 


Extension from wall 


614 inches 


[With Canopy Turn Button Switch] 


Standard Package 


Listed under Label Service of Underwriters’ Laboratories, !nc. 


..2 Pieces 
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= 


XU 


ee (Si) 
im_ oo = 


@) 





No. 4021 [1 Light] 
TiS ona dct Sten chat ho soe rscs Te 19 inches Length Overall. ...17 inches 
Spredd su 2 sateen anne Go ae Recs ake Woes ee 20 inches Spread. veces: 7% inches 


Length Overall. . 


For 5 Light fixtures wired with 3 circuit turn button switch in 
bottom centre, add $2.25 List. 





When ordering please give 
number and finish of fixture 


required. 








LengthtOverall >ssee pecan ta bore see 17 inches 
Spredd (er wlea circ Teter ce cotati «oer See 16 inches 























No. 4031 [1 Light] 
Length Overall. ...42 inches 
Sel fcc ce i ar eae 7\% inches 


When ordering please give 


number and finish of fixture 


required. 





“Chester. Line 


the 





+4—__—_—_—__—_ 
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Finish 
Colonial Brass 
with 
Crystal Frosted Cut Shades 


{as illustrated] 











Listed under Label Service of Underwriters’ Laboratories, Inc. 


49 inches 
16 inches 




















PAGE 5 























finish required Gold Iridescent Glassware 








All 5 Light Fixtures are furnished wired with 3 circut turn button switch 


in bottom centre, unless otherwise specified 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Mat ac 
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Z 
No. 3035 [5 Lights] 
Length Overall a ...42 inches 
Spread 5 ahs : ...18 inches 
| 
Finish: 
| When ordering please give IVORY and GOLD 
fixture number and with 
! | 


Bape PAGE 5A 


i / : 
Swarthmore Line 
































pa 
No. 3001 [1 Light Bracket] 
Backplate Sewies 7 x 4'/4 inches 
Extension , 
[with Canopy Turn Button Switct 
Standard Package 2 
No. 3025 [5 Lights] 
Length Overal 17 inches 
Spread 18 inche 
S 
1c) 
| 
\} 
Il 
| || 
| 
1] 
| | 
| {| 
| | 
\| 
| | 
| | 
| 
\| 
i No. 3033 [3 Lights] 
pees tyre] Length Overall 42 inches 
Length Overall é Fee ee EOL Nchnes eardad isiinches 
Spread ..:...+: ee .....15 inches 
When ordering please give 
fixture number and 
finish required 
| 
= | 
| 
\ 
Listed under Label Service of Underwriters’ Laboratories, Inc. \| 


i|! 
"OwG) = 
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I hii 
Bellaire 


Residential Lighting Fixtures 





All fixtures are wired complete 
with approved wiring materials. 








No. 5716-1 [3 Lights] 


Overall length . i, . .42 inches 
Diameter of Bowl " 16 inches 


Finish: Polished Chrome with Pearlustre Glass 








For extra chain add 45 cents list 
per foot or fraction of a foot. 


No. 5716-2 [3 Lights] 


Overall length ....... satan e'ega deepen 
Diameter of Bowl eocs onan sete 





Finish: Copper Bronze with lvory and Tan Glass 


Listed under Label Service of Underwriters’ Laboratories 





PAGE 6-A 











i Sey 
Bellaire’ 





No. 5712-1 [2 Lights] No. 5712-2 [2 Lights] 
Overall length ..............42 inches Overall length ...........-..42 inches 
Diameter of Bowl.......... 12> inches Diameter of Bowl..........12'/p inches 


Finish: Polished Chrome with 


Finish: Copper Bronze with 
Pearlustre Glass 


Ivory and Tan Glass 





No. 5701 [1 Light Bracket] 
Backplate Diameter ........53 inches 


Extension on ......8 inches 


Finish: Polished Chrome with 
Pearlustre Glass 


[With Canopy Turn Switch] 





No. 5726-1 [3 Lights] 

Overall’ length ............:. 14 inches 
Diameter of Bowl............ 16 inches 
Finish: Polished Chrome with 
Pearlustre Glass 


/hen ordering, please mention Number and Finish. 




















PAGE 


6B 


ed, 
"Bellaire 





Ww 


Finish: ¢ 


No. 5722-2 [2 Lights] 


Finish: Copper B 


No. 8701 [1 Light Bracket 


> in 
73 
T/4 
f n with Nu 1 Gla 
Nith Canopy Turn Swit 
» Standard Cartor 


opper Bronze with 
ory and Tan Glass 


No. 5722-1 [2 Lights] 
Overall length 12 inches 
Diameter of Bowl. .12!/2 inches 

Finish: Polished Chrome with 


Pearlustre Glass 





No. 5721-2 [1 Light] 
Overall length 834 incl 
Diameter of Bowl. .6'/ inck 

Finish: Copper Bronze 

with Ivory and Tan Glas: 


Packed 4 to a Standard Cart 


When ordering, please mention Number and Fiais 


IT oe fi 
Bellaire 


Residential Lighting Fixtures 


All fixtures are wired com- 
plete with approved wiring 


material. 


No. 8716-2 [3 Lights] 








No. 8716-1 [3 Lights] 


Op 03, CEC] ee aeeooeessces 42 inches 
Diameter of Bowl..... : ...16 inches 





Finish: Polished Chrome with Pearlustre Glass 


For extra chain add 45 cents 

per foot or fraction of a foot. 

When ordering, please men- 

tion Number and Finish 
required. 





Overall lenath - 42 inche 
Diameter of Bow ts saeke 
Finish: Copper Bronze with lvory and Tan Gla 








Listed under Label Service of Underwriters’ 


Laboratories 


oe 











// 
"Rittenhouse 





No. 5721-1 [1 Light] 





Length Overall . ; 834 inches 
Diameter of Glass 6!/> inches 
Finishes: 


Copper Bronze and Chrome 
with Nugold Glassware. 
Polished Chrome with 


Pearlustre Glassware. 





No. 435 [5 Lights] 


Length Overall ..............42 inches 
Spread ; ...20 inches 


For 5 Light fixtures wired with 3 circuit 
turn button switch, in bottom centre, add 
$1.50 List. 











For extra length of chain, 
add 45c list per foot or 


No. 5701 [I Light] 





£ : Backplate ; 53/8 inches 

| raction of a foot. Extension from Wall .8 inches 
[With Canopy Turn Button Switch] 

Standard, Package: . >... 0-08 2 Pieces 


+H 


Listed under Label Service of Underwriters’ Laboratories 


“ono SS 


PAGE 7-B 


“Rittenhouse. 





No. 425 [5 Lights] 


Length Overall 12 inches No. 421 [1 Light] 


Spread .20 inches Length Overall : ; 16 inches 


Spreadises,.. furan i ......7Y2 inches 


"OMG 





| 


When ordering, please give 
Fixture Number and Finish 
| required. 








No. 423 [3 Lights] 


Length Overall 11 inches | 
Spread , 17 inches 


? 


Listed under Label Service of Underwriters’ Laboratories 
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// 
"Rittenhouse 




















|| 
H| 
Finishes: 
Copper Bronze with 
Nugold Glassware. 
Polished Chrome with 
} Pearlustre Glassware. 
5 | 
| 
| 
No. 431 [1 Light 
I h C 3 42 inches 
Sr J 7 inche 
j 
{ 
| | 
| When ordering please give No. 433 [3 Lights] 
| Number and Finish required, Length Overall a 42 inches 
| Ss Spread 17 inches 
{ 
be 


Listed under Label Service of Underwriters’ Laboratories 


~e —— 
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i ih ree 
Jefferson Line 


Re 


ee 
Choice of Finishes 


Antique Bronze and Chrome 
with Pearl Iridescent 
Glassware. 

Carat Gold with 
Gold Iridescent Glassware. 











No. 1835 [5 Lights] | 
RengintOverall ganes aie teee is scle sviten. 42° Inches 
Seyctefeh Gig ae OB One eA OR eo 18 inches 








For extra lengths of chain on pendant Backplate....... 434 x 434 inches 


fixtures, add 45c List per foot or fraction Extension from wall...64@ inches 
of a foot. {With Canopy Turn Switch] 


= 
: 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


= Shr 
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lia 
“Jefferson Line 














* 
\ 
Ly 
i 
J 
i 
; 
No. 1821 [1 Light] 
No. 1825 [5 Lights] Length Overall....... 15 inches 
Ps Length: Overall iecyee te cere atten orar- avers 14 inches Spread.....-...++++- 7% inches 
| | Spread sds, deocras te cseeras crete iertnaiereys. she 5 18 inches 
||| 
11} 
i|| 
i] 
|| 
When ordering please give 
| number and finish required. 
| 
| 
Length Overalliitsncisaces «0s cate area 12 inches 
Spreads is: ows staa deeds Ye eae «ane 141 inches 
Listed under Label Service of Underwriters’ Laboratories, Inc. 








——S$S${S= <= — ier 








| Fo Page 8-C 





i iN 
Jefferson Line 

















& 
| 
Choice of Finishes 
Antique Bronze & Chrome 
with Pearl Iridescent 
Glassware. 
Carat Gold with Gold 
Iridescent Glassware 
No. 1831 [1 Light] 
Length Overall....... 42 inches 
Spread..............7% inches 
When ordering please give 
number and finish required. | 
| Lengtt Overalls teak cares oa ateerieoe 492 inches 
SPIO ven uscideerritiias sacs Fo: csis snes 14 inches 
J 
t 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


ee ——— ——————— ————— 
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i 7] 
| Belvedere 



































{| Fa 
| 
| 
Ht 
i Fixture: 
| Carat Gold 
\\| Copper Bronze and Chrome 
Glassware: 
Champagne colored, with 
| | Transparent Gold etching 
| 
| 
| 
\ 
I 
5 
No. 2135 [5 Lights] 
Length Overall = 42 inches 
Spread i vhulretns odes ee aaa rata <vltandee Te 21 inches 
For 5 Light fixtures with 3 circuit turn but- 
ton switch in bottom centre, add $1.50 List. 
| 
No. 2101 [1 Light Bracket] 
Backplate Diam. 5!/, inches 
Extension .. 7\/> inches 
For extra lengths of chain on pendant fixtures, | with Canopy Turn Button Switch 
add 45c¢ List per foot or fraction of a foot. Standard Package ....... 2 pieces 
= 
bg 


Listed under Label Service of Underwriters’ Laboratories, Inc. 








No. 2125 [5 Lights] 
Length Overall 


Spread 





No. 2123 [3 Lights 


Length Overall 
Spread 


Ile // 
Belvedere 





PAGE 9-B 














No. 2121 [1 Light] 
Length Overall . .. 16 inches 
Spréadson en : aay ... 7/2 inches 





When ordering, please give 


fixture number and 


finish required. 





Listed under Label Service of Underwriters’ Laboratories, Inc. 


<< es OPED: 














7 
"Belvedere 





Fixtures: 


Carat Gold 
H Copper Bronze and Chrome 
Glassware: 





Champagne colored with 


Transparent Gold etching 


Ye) 





Length Overall .......... STOTT the PL ee 42 inches 


Spread .. ; ee Ra een Met inin cio 15 inches 


For extra lengths of chain on pendant fixtures, 


add 45¢ List per foot or fraction of a foot. 





When ordering, please give fixture Number and 


Finish required, P No. 2131 [1 Light] 
Length Overall .......... 42 inches 





Spread 3 7a inches 


Listed under Label Service of Underwriters’ Laboratories, Inc. 





THQ SS > ee: = 








aA PAGE 10-A 





























; 
* 
| Finishes: 
| Colonial Brass or 
Polished Chrome 
| 
| 
| 
No. 5001 [1 Light Bracket] 
| Backplate Diam. 4\/g inches 
Extension from Wall ...5'/ inches 
[With. Canopy Turn Switch] 
No. 5035 [5 Lights] 
MencgthvOverallit arte. k. <i. 42 inches | 
MRORte ciesimcireds.,.....18 inches 
For 5 Light fixtures wired with 3 circuit 
turn switch in bottom centre, add $1.50 
List. 
When ordering, please give 
fixture number and_ finish 
required. 
For extra lengths of chain, 
add 45c list per foot or 
fraction of a foot. 
“4 


Listed under Label Service of Underwriters’ Laboratories 
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thee 
“Greenwood Line 





No. 4034 [1 Light] 
Length Overall ............42 inches 





Spread .. si 8 Sees een 
No. 4021 [1 Light] | 
Overall 17 inches 
Spread 7/2 inches 4 
Listed under Label Service of Underwriters’ Laboratories 





WW 
Greenwood. 


é 


» 


PAGE 10-C 





For extra chain add 45c list 
per foot or fraction of a fcot. 








No. 5023 {3 Lights] 


Length Overall 13 inches 

Spread : : 14 inches 

ee 
Finishes: 


Colonial Brass 
Polished Chrome 


When ordering, please give 
fixture number and_ finish 
required. 


ee Se ee 








No. 5033 [3 Lights] 
Length Overall 
Spread 


| 


+4 


Listed under Label Service of Underwriters’ Laboratories 





42 inches 
14 inches 
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———— = ee @ro- 











"Kingsley. 





Finish: 

Stained Bronze and Chrome 
with Ivory and Tan Glassware. 
e 
When ordering please give 
| fixture number and_ finish 

required 








No. 1335 [ 5 Lights] 


Length Overall ...........-..42 inches 
Spread d 19 inches 


For 5 Light fixtures wired with 3 circuit 
switch in bottom centre, add $1.50 List. 





No. 8701 [| Light Bracket] 


Backplate ... ge ..5 inches 





Extension . Fo sah Ae 7344, inches 


[With Canopy Turn Switch] 





+ 


Listed under Label Service of Underwriters’ Laboratories 





No. 1325 [5 Lights] 
Length Overall 
Spread 


No. 1323 [3 Lights] 


Length Overall ............ 
Spread ss. se « : 





17 inches 


19 inches 





16 inches 
14 inches 





+ 


No. 1331 [1 Light] 


Length Overall 
Spread 


Listed under Label Service of Underwriters’ Laboratories 





§ 











42 inches 


7\/p inches 














"Kingsley. 























x 
e 
| 
| 
No. §721-2 [1 Light] 
Length Overall 
Spread 
| 
| 
No. 1333 [3 Lights} 
Length Overall 42 inches 
Spread 14 inches 
| 
| 
Finish: 
Stained Bronze and Chrome 
with lvory and Tan Glassware. 
° No. 1321 [1 Light] 
When ordering, please give | Length Overall . 
fixture number and finish Spread 
required 
+ 


Listed under Label Service of Underwriters’ Laboratories 


i ni 








17 inches 


7'/> inches 
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“Sherwood. Line 



































3 
All fixtures are furnished wired complete 
Finish with approved wiring devices and heat- 
PEE resisting wire 
Fixtures 
Copper Bronzeand Chrome 
Glassware 
Iridescent Stippled Gold 
| 
For extra lengths of chain on 
pendant fixtures, add 45¢ List 
per foot or fraction of a foot 
| 
| 
| 
| 
Length overalls. cirri <i20c aerate vis 492 inches 
Spread shaves ttre ies © stores 7 inches 
When ordering, please give fixture 
Lengitoverdiise-mnccnte wees oo 42 inches number, finish and finish of Glassware 
SpeGdert hie, oc ouie : Ge . .16 inches required 
2 


Listed under Label Service. of Underwriters’ Laboratories, Inc. 
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HE 





"Sherwood. Line 








* 
| No. 9400 [1 Light] 
All fixtures are furnished wired complete 
with approved wiring devices and heat- 
resisting. wire 
Diometers = icsne co ace e nie ote a ene 12 inches 
Langth. diate nue ee aren 13 inches 
[Will take up to a 100-watt lamp] 
No. 9441 Can also be furnished in Note— 


Whit Gol 3 : ; 
Bone ite and Gold Special 3-circuit switches are supplied 


only on No. 9435 and No. 9425, and 
only when requested. 


= Wp e- 








No. 9421 [1 Light] 


Length overall.......... 18 inches 
SPYOG ss woes Ais Seat INCHES 











When ordering, please give 





pect overdll,,.< 4. stun ace spare nea ene 18 nom 
‘ ; POO Sales aie Bis 3255 2 hn oo ibe cae ere 18 inches 
fixture number and finish, also For fixtures wired with 3-circuit turn switch in bottom 
centre, add $1.50 list extra. 


+4 


finish of Glassware required. 














| Listed under Label Service of Underwriters’ Laboratories, Inc. 
—— —S- 














PAGE 12-C 


“Sherwood Line 




















é 
Finish 
Fixtures 
Copper Bronze and Chrome 
Glassware 
Iridescent Stippled Gold 
Jy hat] G72] ee ie 42 inches 
SRS Si ain ee eee 18 inches 
For fixtures wired with 3-circuit turn switch in bottom 
centre, add $1.50 list extra. 
All fixtures are furnished wired complete 
with approved wiring devices and heat- 
resisting wire 
. ? 





No. 9423 [3 Lights] 


Overallilengthbaendecmes:.. «2... Meme 16 inches 
STOO sir rece tore lad c.cne oar ene 16 inches 





No. 9401 [1 Light Wall Bracket] 


Back plate cmntserakrwinrnitch otale omega 45% inches 


Extension from wall.........e0ee eee eee 7 inches 
(Furnished with Canopy Turn Switch] 


Listed under Label Service of Underwriters’ Laboratories, Inc: 


= b+ 
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When ordering, please give 
fixture number and_ finish 
required. 








No. 5435 [5 Lights] 
Overall length 42 inches—Spread 24 inches 
Special 3 circuit turn switch installed in bottom center 
at $1.50 list extra 


All fixtures are furnished 
wired complete. 





5 














No. 5441 [I Light] 


[Will take up to a 100 watt lamp} 


Overall Length .... ...11 inches 
Diameter of Bowl........-.10'/4 inches 


Furnished in: 
Bone-White and Gold 
Polished Chromium 


Glassware is Iridescent Opal 














Choice of Finishes: 


Copper Bronze and Chrome 
Polished Chrome 





Glassware is ''Nugold” 
(Gold Iridescent finish) 





Listed under Label Service of Underwriters’ Laboratories 
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“Mayfair 





All fixtures are furnished 


wired complete. 





No. 5425 [5 Lights] 
Overall Length 14!/2 inches—Spread 24 inches 
Special 3 circuit turn switch installed in bottom 
centre at $1.50 list extra 





No. 5433 [3 Lights] 


Overall length 42 inches—Spread 15!/2 inches 
Special 3-circuit installed in bottom centre 
at $1.50 list extra 





For extra lengths of chain, No. 5421 [1 Light] 
add 45c list per foot or Overall length ............11'% inches 
Spread .... A, Sint 9 inches 


fraction of a foot. gpa 3° 
[Cannot be furnished with switch] 





Listed under Label Service of Underwriters’ Laboratories 





[Gh ad 
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| Choice of finishes: 


Copper Bronze and Chrome 
| Polished Chrome 








No. 5423 [3 Lights] 


Overall lengths... 2.217 aseeiie ce ne | 1'/o inches 
Spread \oAvgs-jstla tet ae teeter: .15!/ inches 











“6mG) 





No. 5431 [1 Light] 


Overall length ........42 inches 
Spréad nceced sikh os.. Cae inehes 








No. 540! [1 Light Bracket] 


When ordering, please give 


Overall length ’ 11/2 inches ae. 
Extension from Wall.. 7 inches fixture number and finish 
[With Canopy Switch] required. 





























+ 
| 
| 
| 
| 
| 
| 
| 

CVG CSD etistchiniu.aileeas ona asic eis 492 inches 
Spr aad ea weirnre e oleleikiase otter eaten. ears 16 inches 
For fixtures wired with 3 circuit turn switch 
in centre, add $2.25 each list. 
| 
For exfra lenath of chain on pendant fixtures, 
add 45c list per foot or fraction of a foot. 
, ? 


mr 
iS? 
aA 
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Choice of FINISHES 
Bone White and Gold 


with Pearl Iridescent 
Glassware 





R-Bronze with Gold 


Iridescent Glassware 











No. 1601 [1 Light] 
Backplate..............5 inches Diam. 


Extension from wall...........7 inches 
(With Canopy Turn Switch] 


Listed under. Label Service of Underwriters’ Laboratories, Inc. 
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Ne ee 
“Ardmore Line 





No. 1621 [1 Light] 
Length Overall............. 14 inches 


No. 1625 [5 Lights] Spread iho Seaee a Perera 7 inches 


Weer @ycicell Sonn rnanr ak aooeouark cance 15 inches 
Spread tue ies ay afenPaiaie starters 16 inches 





When ordering, please men- 
tion: 

Fixture Number 

Finish of Fixture 

Finish of Glassware 











For fixtures wired with 3 circuit turn 


switch in centre, add $2.25 each list. 





|| Length Overall ...c1 as a aieo ps ane 15 inches 
Soread J. stewlvas as aas ote. ee 16 inches 


Listed under Label Service of Underwriters’ Laboratories, Inc. 

















No. 1631 [1 Light] 


Length Overall.............42 inches 
Saye hone Re Aas 7 inches 


> 
When ordering, please give: 
Number of Fixtures 
Finish of Fixture 
Finish of Glassware 





o> ie 





+4 


// 
Ardmore. Line 
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Choice of FINISHES 
Bone White and Gold 


with Pearl Iridescent Glassware 


R-Bronze with Gold 


Iridescent Glassware 














No. 1633 [3 Lights] 
Lengthi@veralliceccs.. nats cea eee 


iis a 
1 


Listed under Label Service of Underwriters’ Laboratories, Inc 


2 inches 


6 inches 


Orr 
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Dining Room, Dinette and Sun Parlor Fixtures 


in Bone White and Gold 


or Copper Bronze and Chrome 
with 


lvory Decorated Glassware 





No. 180 [3 Lights] 
Length Overall 


42 inches 
Diameter of Bowl..... 18 inches 
No. 140 [3 Lights] 

Length Overall ....42 inches 
Diameter of Bowl.... . 14 inches 











Listed under Label Service of Underwriters’ Laboratories, Inc. 











g 
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Dining Room Luminaires 








When ordering, please give 
fixture number and _ finish, 
also type and finish of Glass- 
ware required. 9 














No. 1050 [3 Lights] 


VSPA LONG HN) ops 2 sha aera, wea eeleres vole 42 inches 
Diameter of Bowl.......................16'/ inches 


Finish of Fixture 





CHROME & BLUE 
with 


PEARL IRIDESCENT GLASS 


No. 9050 [3 Lights] 


COPPER BRONZE Overall Length tinvaue see as ees : 42 inches 
“with J Diameter of Bowl.. : sare ... 16/2 inches 
TAN GLASS with CRYSTAL HIGHLIGHTS ae te 
COPPER BRONZE & CHROME 
For extra lengths of chain, add 45¢ < ith 
list per foot or fraction of a foot. ¥ ae 
TAN GLASS with CRYSTAL HIGHLIGHTS 
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Dining Room Luminaires 
(Ceiling Types) 


When ordering please give 


fixture number and _ finish 
required. 

















g No. 1050!/2 [3 Lights] 
Overall Eangth: : ssi coienerg ety om 14 inches 
Diameter of Bowl...........---ee22+++. 16 inches 

Finish of Fixture 


CHROME & BLUE 
with 
PEARL IRIDESCENT GLASS 








COPPER BRONZE 
with 
TAN GLASS with CRYSTAL HIGHLIGHTS 





No. 9050!/2 [3 Lights] 


Overall Length <*- tore ts thee ead 14 inches 
Diameter -of Bowles noc zwicdamermiaiaa eats 16'/2 inches 


Finish of Fixture 


COPPER BRONZE & CHROME 
with 
TAN GLASS with CRYSTAL HIGHLIGHTS 














// // 
Bellecourt 


Residential Lighting Fixtures 














Ps 
No. 6741 [1 Light] 
CWeralllengihies .scaeeit <n ete oiaes bs 13 inches 
Dinmitor COW! M20. Ste ie cen ath oleate ions ...12 inches 
Wired with medium base socket for lamps up to 
150 watts. 
Metal Finishes 
Carat Gold 
Bone White and Gold 
Finish of Glassware 
Stippled Iridescent Gold No. 6731 [1 Light] 
Overall Jengthizenc-se: soos 492 inches 
Spread! sci aistdes ackotissaanteis 9 inches 
Wired with medium base socket. 
Carat Gold is a beautiful rich gilt 
finish, which looks very much like 
real gold plate. For extra chain add 45 cents list per foot 
or fraction of a foot 
- 
t 


Listed under Lebel Service of Underwriters’ Laboratories, Inc. 


: : Pe. PAGE 91-A 
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Bellecourt 





+7 








Residential Lighting Fixtures 





No. 6716 [1 Light] 


@yveroll length; esos ones seca =P et 42 inches 
Diameter of Bowl i uate. se cemere miseries 16 inches 


Wired with medium base socket for lamps up to 
300 watts. 


For extra chain add 45 cents list per foot or fraction 
of a foot 


| 





* 
’ 


All fixtures are wired com- 
plete with approved wiring 


devices and_ heat-resisting 
wire. 











Overall length.........+--+ 12 inches 
Widthtrae ote el. dam whtetews 8 inches 


Wired with medium base socket 


[Add 45¢c list for canopy turn switch.] 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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1] 4] 
Bellecourt 


Residential Lighting Fixtures 











3 
x 
FINISHES 
Carat Gold 
Bone White and Gold 
Glassware—tridescent 
Stippled Gold 
| 
} 
Carat Gold is a beautiful rich gilt 
finish, which looks very much like 
real gold plate. 
No. 6726 [1 Light] | 
eppipel tPS\ ced eee 21 inches 
cmon BOWL AN es min. ones ac aie a5 « « 16 inches | 
Wired with medium base socket for lamps up to / 
300 watt. 
| 
| 
| 
’ 
No. 6721 [1 Light] 
“saute aang atte Overall length... eeeeee. 14 inches 
fatwlcad Spread fac -narak eerie Neate 9 inches 
Wired with medium base socket 
| 
td 
< 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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== = —— eee 


‘Belleville’ 


Residential Lighting Fixtures 























* 
HI Finishes of fixtures 
|| Carat Gold 
| | Bone White and Gold 
4 b+ 
| Glassware 
Iridescent Stippled Gold 
| | 
| Carat Gold is a beautiful rich gilt 
i|| finish, which looks very much like 
real gold plate. 
i 
= 
No. 9716 [| Light] 
Overall, fangith. “2a. «rsceeiss Smita ...42 inches 
Diaméter.ot Bowls, coc. > tea kee EMER see. 16 inches 
Wired with medium base socket for lamps up to 
300 watts, 
For extra chain add 45 cents list per foot or fraction No. 9711 [1 Light] 
of a foot 
Overall. length. \.4e0.2e-s tea 12 inches 
Widthinc« aa tecdiay cca et 8 inches 
Wired with medium base socket 
[Add 45¢ list for canopy turn switch.]} 
= 
x 
Listed under Label Service of Underwriters’ Laboratories, Inc. 





cs +48 = = —— —=> 
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I ; 7 
Belleville 


Residential Lighting Fixtures 


























; 
* 
| When ordering, please give 
| fixture numt and finisl 
c } € | 
| 
| 
No. 9741 [| Light] | 
Overall, lapgthiewsgraresccn ..' « . ..12 inches + 
Diameter of Bowl. 0... .. Seni mies INEHOS | F 
Wired with medium base socket for lamps up to } 
150 watts, 
} 
| 
} 
| 
| 
| 
! 
} 
| 
| 
j 
| 
| 
| 
No. 9731 [1 Light] 
Overall length.... sess en os 4einehes 
Diameter of Bowl....... 8!/, inches 
All fixtures are wired complete with ; ‘ 
approved wiring devices and heat- Wired with medium base socket for lamps 
resisting wire up to 150 watts. 
For-extra chain add 45 cents list per foot 
or fraction of a foot 
= 
44 
Listed under label Service of ‘Underwriters'»Laboratories, Inc. 





== ——— %,. 
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vest 
"Belleville 


Residential Lighting Fixtures 























+ 
+ 
| 
| 
No. 9726 [1 Light] 
Overall length ..21 inches 
Diameter of Bowl ...16 inches 
Wired with medium base socket for lamps up to 
300 watts. 
Metal Finishes 
Carat Gold 
Bone White and Gold 
Finish of Glassware 
Stippled Iridescent Gold 
Carat Gold is a beautiful rich gilt 
finish, which looks very much like 
real gold plate. 
3 
t 





When ordering, please give 
fixture number and finish 


required 








No. 9721 [1 Light] 


Overall’ leagth S33-27..+q. esse 17 inches 
Diameter of Bowl............ 8!/, inches 


Wired with medium base socket 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Bellefont 








2 Se 


Residential Semi-Indirect Lighting Fixtures 





No. 7716 [3 Lights] 
Length...... 42 inches Spread. 0c 17 inches 








Finishes: 
Copper Bronze & Chrome with 


Blue & White Decoration on Glassware. 
ow 


Stained Bronze with 
Brown & Ivory Decoration on Glassware, 


For extra lengths of chain on pendant fixtures, add 
45c List per foot or fraction of a foot. 








& 











bd 





Front View 





*No. 7711 [1 Light Wall Bracket] 
Overall length............ 111% inches 


Diameter of Glass...........-- 7 inches 


[With Turn Switch] 


For use with one 30 watt lamp. 


*Note: This is an “Edgelite’ type of 
Bracket. The light which is hidden in the 
bracket filters through the edge of the 
glass disc, and produces a very novel and 
beautiful effect. 


Listed under Label Seivice of Underwriters’ Laboratories, Inc. 








— = Ree 











+4 


When ordering, please mention number and finish required. 
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Novel Ceiling Units 


for 


Bedroom Sun Parlor Dinette 





No. 5722-2 [2 Lights] 


tength>Overall, 2.22 vets seas 12 — inches 
Diameter of Bowl........ Sues eon LEGS Inches 


lassware Finish—lvory and Tan 


No. 5722-1 [2 Lights] 
Length Overall are le 12 inches 
Diameter of Bow ect .12'/> inches 


Glassware Finish—Nugold or Pearlustre 








é When ordering please Finish of Fixtures: 
give fixture Number Ivory 
and Finish of Glassware Finish of Glassware: 
required. As shown 











No. 5450 [1 Light] 








| Pearlustre 


Length Overall 1114 inches 

1\| Diameter of Bowl 10!/4 inches 

|| - : 

i| No. 5721-1 [1 Light] Can be supplied in a choice of colors: No. 5721-2 [1 Light] 

| Length Overall 8/4 vir hes ivory & Blue, Ivory & Pink, Ivory & Length Overall 855 inches 

||| Diameter of Bow 7 riche Scan uke eaGeld Diameter of Bowl.....6!/2 inches 

! Glassware Finish—Nugold. or Caen oey one Glassware Finish—lvory and 
an 


| Listed under Label Service of Underwriters’ Laboratories, Inc. 





_ ~ — —- —— eae 
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Novel Ceiling Lights | 
| 


Bedroom—Sun Parlor—Dinette 





No. 5449 [1 Light] No. 5449-2 [1 Light] 
For Attach t to Socket 
Overall Length ............ 10 inches omen Ne Fie men k : 
i . enc 8 inche 
Diameter Glass ..........4. 9'/4, inches Dinmatonicike 91/4 inche 
/ cne 














When ordering please give ; No. 5449-2 can be attached 
fixture number, also finish of Rad S to any medium base socket 
glassware required. \ e | coe J without any wiring. 








No. 5460 [1 Light] 
Overalhtoenginiee..3. 2 cases 1 inches 
Diameter Glass .............10 inches 


Glassware is furnished in: 
GREEN, PINK, BLUE, IVORY 
[All Highlighted] 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


Fixtures are furnished only in: 


IVORY 


vn eg 


Or : Gan 
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Novel Ceiling Lights 


for Bedroom, Sun Parlor and Dinette 





No. 5444-D [2 Lights] 
No. 5444-S [2 Lights] 


Length Overall! io cgcitenlenet etek 12 inches 
Length Overall...............-.+13 inches Dianclonoh bowl 45 Inches 
Diameter.of Bowl=ame.amecteamee sc 49inchesy 9°) RN ea oe Aiea : 









|| When ordering 
please give Fixture 
Number and Finish, | 


also Finish of 


All Fixtures 
are furnished 


Wired 
Glassware 


Complete. 
| required. 

















Finish of Fixtures: 


Ivory and Gold 





Finishes of Glassware: 


Pink Iridescent 
No. 5444 [1 Light! Shanta. 
||| Length: Overall literetasteremes areetagtes = 11 inches ve Iri esgens 
i|| Diameter of Bowl. <secee- ae caese: 12 inches lvory Iridescent 
All Highlighted 











Listed under Label Service of Underwriters’ Laboratories, Inc. 








—— a — = a On: 
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Novel Ceiling Lights 


for | 


Bedroom—Sun Parlor—Dinette Hy 


When ordering, please give 


number and finish required. 




















Overall LONG Mererrcs tes cipieeiarsie oo oveSereitre «8 10. inches 
Diameter of Globe....... be Gui ae 8'/> inches 
Diameter of Glass Louvre...............13'/2 inches 


Finish of Fixture 
IVORY & GOLD 


Finish of Units 
IRIDESCENT GOLD 





Finish of Glass Louvres 


No. 14/32086 [1 Light] 
IVORY with COLORED FLOWERS CHOTAI LONGER ferrite eat aerate cimcanasies 9 inches 


Diameter ote Globe: 15.4 tor ian ayaa 8!/2 inches 


Listed under Label Service of Underwriters’ Laboratories, Inc. 





Page 28 





eH 








Living Room, Bedroom, Sun Parlor and Breakfast Room 





Diameter. of Fixture... 225.6... 2 en's ....12 inches 

Diameterok Solasss2 2s twice. o arene ae 8 inches 
No. 30A 

Diameter of Fixture.........-.-....++++.+.-14 inches 

Diameter'of.Glass!.%......:+2+.0+ sc1+eaend0 inches 





Length Overal lac. ccs de pepotess cara stctan ntel> 111% inches 
Spread. Overall ce -Agacprisin ses ine nein sie 16 inches 


Bris 





No. 23 [3 Lights] 
Length Overallce aside. 2. catenin De sts: 12 inches 
Spread Overall). panes outcomes = stone ane 14 inches 





No. 22 [2 Lights] 


Length Overall tuscan cee ee seen 12 inches 
Ssread Overall..2sscc.e60> « ok eee GL OINCHeS 





Choice of Finishes 


Bone White and Gold with 


Pearl Iridescent Glassware. 


Sprayed Goldlustre and Polished 
Gold Highlights with Gold 


Iridescent Glassware. 


No. 21 [1 Light Bracket] 











Backplate-Diameter........- 4% inches 
Listed under Label Service of Underwriters’ Laboratories, Inc. Extension Overall....-.... -674 inches 








With Canopy Turn Switch. Standard Package 2 Pieces 











a = On- 





Ceiling Lights 


BEDROOM . SUN PARLOR . DINETTE 





No. 4412 


Diameter - 12 inches 


All fixtures furnished wired com- 
plete, ready to install. (We re- 
commend lamp bulbs from 50 to 
150 watts). 


When Ordering, Please give 
Number desired. 


PAGE 29-A 











Glassware furnished in Gold 


lridescence. 


No. 441 2-Fixture furnished in 
Ivory. 

















No. 4412-2 


Diameter - 12 inches 


For attachment to any standard 
base socket. 


Listed under Label Service ot Underwriters’ Laboratories, .nc. 


SS Or 
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Novel Ceiling Lights 


for 


BEDROOM - SUN PARLOR - DINETTE 


= iN, 
Sinus cs 


Aa 





No. €100 (1 Light) 


Wired Complete 
Diameter - 11% inches 
Overall Length - 9 inches 
(Will take up to 100 Watt Lamp) 


Choice of Finishes:— 


Pastelle Green 
Pastelle Pink 
Pastelle Blue 











Ivory 
A Standard Carton contains 4 
Fixtures packed in individual 
containers When ordering, please specify 
All 4 fixtures are one color only number and finish required. 
(assorted colors cannot be . 





turnished). 


Listed under Lebel Service of Underwriters’ Laboratories, Inc. 














(@ro-: 














Novel Ceiling Lights 


for 


Page 30-A 


BEDROOM + SUN PARLOR + DINETTE 


Requires No Wiring—Screws into a socket like lamp bulb 





No. €100-2 (1 Light) 


In a Standard Carton of 4 Fixtures 


The fixture illustrated above has been especially constructed, with an extension 


socket hanger, to screw directly into any existing ceiling fixture having a standard | 


base socket. 


Requires no wiring—just screws in like an ordinary lamp bulb. 


A Standard Carton contains 4 
Fixtures packed in individual 
containers. 

All 4 fixtures are one color only 


(assorted colors cannot be 


furnished). 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


Choice of Finishes:— 
Pastelle Green 
Pastelle Pink 
Pastelle Blue 
lvory 


When ordering, please specify 
fixture number and finish re- 


quired. 

















ae 
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Novel Ceiling Lights 


for Bedroom, Sun Parlor and Dinette 























f No. 9441-S [1 Light] No. 9441-D [2 Lights 
i Length Crverall sees. Wetek an 13 inches Nadine pata ede UE sacra 
Fin etatak Rah heen ee ae A Sinchos jameter of BOW! |. : tic enienneaaes inches 
When ordering, ; 
please give Fixture All Fixtures 
Number and Finish, are furnished 
also Finish of Wired 
Glassware Complete. 
required. 
] Finishes of Fixtures: No. 9441 [1 Light] 
1} . 
HH Ivory and Gold Leni Copenstl “o-Ps, teed cee 12 inches Finishes of Glassware: 
| Copper-Bronze Diameter.of Bowl). sis:s..sis< te os aiaie 12 inches Pearl Iridescent 
|| and Chrome 








Gold Iridescent 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
0 - 
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Novel Ceiling Lights | 


for Bedroom, Sun Parlor and Dinette 














i No. 5441-D [2 Lights] | 
No. 5441-S |2 Lights| 


scat SRE ag 5 i Length ROVE lersre tc ets ae teres slsvernmtetats 12 inches ? 
NanateroRROWl toe ee 1014 inches Diametoersior Bowls ac 4 cs. doce seeechiene 1014 inches 





When ordering, 


please give Fixture All Fixtures 


Number and Finish, are furnished 


also Finish of 





Wired 
Glassware Coanlee 
required. 
Finishes of Fixtures: No. 5441 [1 Light] 
lvory and Gold Length ROVERS tins oss ets eto te so atl piace : a inches Finishes of Glassware: 
Copper Rone Dicameter ot Bowlir aso. «, «.<jcttexereta 4 .101%4 inches Geld tddescent 
Polished Chrome Pearl Iridescent 
Listed under Label Service of Underwriters’ Laboratories, Inc. 
oe ern : wee 


aan 
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Novel Ceiling Lights 


for Bedroom, Sun Parlor and Dinette 











No. 5442-D [2 Lights] 


, ~ a 5442-S [2 Res: aa Length Overall: screws «.mtentes 12 inches 
engt VETO. wee eee eee eee inches : PabRow) cele ae 1014 i 
Diameter of Bowlo ear scents ieee oe 1014 inches Diameter of Bow! 10% inches 


When ordering, 
All Fixtures 


are furnished 


please give Fixture 
Number and Finish, 








also Finish of Wired 
Glassware Cannlata: 
required. 
Finishes of Fixtures: No. 5442 [1 Light] 
Ivory and Gold Length Overall. Sieaueeees 11 inches Finishes of Glassware: 
Copper Bronze Diameter of Bowl.............-- 10% inches Gold Iridescent 
Polished Chrome Pearl Iridescent 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Novel Ceiling Lights 


for Bedroom, Sun Parlor and Dinette 

















No. 5443-S [2 Lights] No. 5443-D [2 Lights] 
Length Overall.......... .,.13 inches Lengthi@veralls; ; tacsenad es ee 12 inches z 
Diameter of Bowl.......- ...10V%4 inches Diameter of Bowl........-...... 1014 inches : 





When ordering, vei 
ixtures 


are furnished 


please give Fixture 
Number and Finish, 





also Finish of Wired 
Glassware Complete. 
required. ’ 
Finishes of Fixtures: No. 5443 [1 Light] 
Ivory and Gold Length Overall... .........0005 11, inches Finishes of Glassware: 
Copper Bronze Diameter of Bowl............... 1014 inches Galditridescent 
Polished Chrome Pearl Iridescent 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Novel Ceiling Lights 


for Bedroom Dinette, Sun Parlor and Kitchen 





é 
When ordering, please give Fixture and Fixtures are furnished wired complete. 
Glass Numbers, also Finish of Fixture 
Brae) Get Og YCeL Ie Finish of Glass Balls HYPERION OPAL only 











No. 14-FL5447 [7” x 4” Ball] 


Diameter of Louvres. scsi nccees ene 1214 inches 
Cverall tengthse tea. sce macies tears 8% inches No. 808-SL5448 [8” Ball] 
Diameter of Glass Louvre............. 13% inches 
Overall Length ic. cis ete spore raterauetets 13 inches 
Finish of Fixtures No. 807-SL5447 [7” Ball| 
IVORY and GOLD | Diameter of Glass Louvre.......... ..121% inches 
Cverattitength:.. 2. .sse0d- sees 12 inches 
Finish of Glass Balls —— 
GOLD IRIDESCENT on bottom Finishes of Fixtures 
half and Opal above Louvre. POLISHED CHROME or 


COPPER BRONZE 


Finish of Louvre Discs 
No. 14 OPAL with Stripes in GREEN, RED, 
BLACK or CLEAR CRYSTAL 


Note: Fixture only is 


Glass Ball and Louvre is 





FL-5447 When Glassware only is ordered the numbers are 
listed as follows: 
Glass Ball only is No. 5447 Nugold. | Opal Ball with Striped Louvre is 
SL-5447..7” 
SL-5448..8” 
Opal Ball only 





No. 5447 [7” x 4” Fitter) 
No. 5448 [8” x 4” Fitler] 


“+48 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Kitchen and Bathroom Units | 
With and Without Glass Louvres 











No. 3206EL [Enameled] 


No. 1306G [Enameled] No. 3206L [Hyperion] Ht 
With Flat Glass Disc—10” Diameter With Flat Glass Disc—l0” Diameter i|| 
Size ©f Unit only—6” x 6” x 4” Fitter Size of Unit only—6!/n” x 534” x 4” Fitter 
Packed 4 to a Standard Carton No. 3208EL [Enameled] 
No. 13086 [Enameled] No. 3208L [Hyperion] 
With Flat Glass Disc—I2” Diameter With Flat Glass Disc—1l2” Diameter 
Size of Unit only—7!/2” x 634” x 4” Fitter Size of Unit only—8!/o” x 7g” x 4” Fitter 
Packed 4 to a Standard Carton Packed 4 to a Standard Package 














No. 6308EL [Enameled] 
No. 6308L [Hyperion] 


With Flat Glass Disc—12” Diameter 
Size of Unit only—8x634x4” Fitter 


Packed 4 to a Standard Carton 





No. 6108L [Hyperion Only] No. 6208EL [Enameled] 


With Flat Glass Disc—12” Diameter No, 6208L [Hyperion] 
With Flat Glass Disc—l2” Diameter 


. . = iA" ” ” - 
Size of Unit only—8!/o” x 6” x 4” Fitter Size of Unit only—7V4" x 734” x 4” Fitter 
Packed 4 to a Standard Carton Packed 4 to-a Standard Carton 
When ordering, please specify Number and Finish. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 





Ore 
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Series 1300 | 


Semi-Indirect Units for Kitchens and Bathrooms 





No. 1306G 
With Flat Glass Disc—10” Diameter 
No. 12/1306G f Size of Unit only—6” x 6” x 4” Fitter 
With Flat Glass Dise—l0” Diameter Bxelias + 
Sig ohiUinitenlvaekl Len x Aerie acked 4 to a Standard Carton 
Packed 4 to a Standard Carton 
No. 1308G 
No. 12/1308G ; ‘ ee 
With Flat Glass Disc—12” Diameter Bre ret lets Dre ve eee 
Size of Unit only—7!/2” x 634” x 4” Fitter 


Size of Unit only—7!/o” x 634” x 4” Fitter 


Packed 4 to a Standard Carton Packed 4 to a Standard Carton 





Units are furnished white 
No. 12. Ceiling holders fnameled’™ withtnenee 
bottoms and sides in crys- 


tal. 


are furnished in Polished 


Chrome—wired complete 


Glass Flat Louvres are sup- 


plied White ‘Enameled’ 


with porcelain socket and 





strap. 


No. 1306. Unit only with clear crystal stripes. 
Dimensions—6” x 6” x 4” Fitter 


Packed 12 to a Standard Carton 








No. 1308. Unit only 
Dimnensions—7!/>” x 634” x 4” Fitter 
Packed 12 to a Standard Carton 


When ordering, please specify Number and Finish 





—— Opn 











for Kitchen, Breakfast Nook and Bathroom 





12/L-497 
Diameter of Glass Louvre—12 inches 
Dimensions of Unit—7 14" x 74%" x 4” 
[Packed 4 to a Carton.] 





L-497 
Diameter of Glass Louvre—12 inches 
Dimensions of Unit—714” x 74%” x 4” 
[Packed 4 to a Carton.]} 





497 
Dimensions of Unit—7 14” x 7%" x 4” 
[Packed 12 to a Carton.] 





Louvre Units 





Holders furnished 
in 


Polished Chrome 


Choice of Colors 


Glass Louvres 


Opal—GreenStripe 


Opal—Red Stripe 
Opal—Black Stripe 
Opal—Clear Stripe 























12/L-498 
Diameter of Glass Louvre—12 inches 
Dimensions of Unit—7 14” x 714” x 4” 


[Packed 4 to a Carton.] 











ot) 


L-498 
Diameter of Glass Louvre—12 inches 
Dimensions of Unit—714” x 714” x 4” 
[Packed 4 to a Carton.] 





498 
Dimensions of Unit—714” x 74” x 4” 


Packed 12 to a Carton.| 


Assorted Louvre finishes cannot be supplied in one standard carton. 











th 
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Novel Units 


for Kitchen and Bathroom 
(Metal Holders in Chromalustre or Chrome) 


CHROMALUSTRE is an 
applied silver grey finish 
simulating a Satin Alumi- 





num effect. 
No. 12/296. 
Weight Standard Package—24 Lbs. No. 12/294. 
No. 12/299. Weight sere Package— 
Weight Standard Package—33 Lbs. No. 12/295 
Weight Standard Package— 
23 Lbs. 


Metal Holders will not 


é NOTE be furnished without 


glassware. 
Metal holders are fur- 


nished wired only with 
Keyless Medium Base 
sockets, complete with 
cross-bar, screws and nuts. 





With colored stripes in Green, 


Black or Red 


[Please mention color required] 





7 . No. 294—634" x 416" x 4". 
No. 296—7" x 434” x 4” Fitter Weight Standard Package— No. 296C—7” x 434” x 4” Fitter. 
Weight Standard Package—18 Lbs. 15 Lbs. Weight Standard Package —18 Lbs. 
No. 295—81%4" x 6” x 4”. 


No, 299-824" «574° x 4° Fitter. Weight Standard Package— 
17 Lbs. 


Weight Standard Package—97 Lbs. 


No. 299C—8 4” x 534” x 4” Fitter. 
Weight Standard Package—97 Lbs. 





Standard package of all items is 12 Pieces. 





Listed under Label Service of Underwriters’ Laboratories, Inc, 











Syn 





With Velva Glass 





With Hyperion Glass 
B 155 
ed Complete with Convenience Outlet 
TARA ee. ciasc0 x 3/4, inches 
BI55I, 
Without Convenience Outlet 
‘omplete with Turn Button Switch) 


Packed 4 to a Standard Carton No. 143A [2 Lights] 


, Backplate werrxe cs: « 6!/5 x 334 inches 
With Velva Glass Width of Glass Shade. .1234 inches 
Extension from Wall.... 6!/4 inches 


[With or Without Convenience Outlet] 
Packed 2 to a Standard Carton 


[Can be supplied with Pull Chain 
Switch at 60c list extra.] 


‘ ih} aus 
es 


With "Enameled" Glass 





No. 142A [1 Light] 
BACKISATE “sos sb arsles 6!/y x 334 inches 
Extension from Wall........ 6\/, inches 
[With or Without Convenience Outlet] 
Packed 4 to a Standard Carton 
[Can be supplied with Turn Button 
Switch at 45¢ list extra.] 


With "Enameled" Glass 





B145-G4 [1 Light] 
Backplate a. ticles «.< eG 9 x 3 inches 


Extension from Wall........ 6 inches 


With Turn Button Switch 
[With or Without Convenience Outlet] 
Packed 4 to a Standard Carton 


I 6\/, x 33% inches 
Extension from Wall.......... 6 inches 
With Turn Button Switch 
[No Convenience Outlet] 
Packed 4 to a Standard Carton 


Kitchen and Bathroom Lights 4 
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Please mention fixture 
number required. 





Advise if Convenience 
Outlet is desired. 

All Brackets are furnished 
in Polished Chrome, and 


wired complete. 











With "Enameled" Glass 











6 
é 


B14 [1 Light] 
Backplate .. ..5'/5 inches Diameter 
Extension from Wall . .8 inches 
Fitter’: alco ete ... 3/44 inches 
[No Cénvenience Outlet] 
Packed 4 in a Carton 


With "Enameled" Glass 





B147-64 [1 Light] 
Backplate atc a» siranesre stam 6 x 6 inches 
Extension from Wall........... 6 inches 


With Turn Button Switch 
[No Convenience Outlet] 
Packed 4 to a Standard Carton 


Listed under Label Service of Underwriters’ Laboratories, Inc. 





SSO ers. 
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Bathroom and Kitchen 
W all Brackets 





Finish: 
Polished Chrome 


Glassware: 


White “Hyperion” 








8.150 [1 Light] 
Wired Complete with Pull Switch 
Diameter of Glass Cylinder...........2+00005: 2% inches 


Overall lengthiof Bracketemiagiciisceisivrelsis «<> <1 > 12 inches 


Note: The B.150 Wall Bracket can be 
installed in both positions as illustrated. 





The glass cylinder can be turned, so that 
the opening faces any position desired. 





Ideal for shaving. 





i B.150 [1 Light] 
Wired Complete with Pull Switch 


Listed under Label Service of Underwriters’ Laboratories Inc 
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Series F-200 


for Stores, Offices, Showrooms, bic: 


Can be used with Inside Frosted or Silvered Bow! Lamps 


Semi-Indirect 





No. F-216-G [16” Diameter] 
Recommended Wattage........ 200 watts 
Wired Complete with Porcelain Medium Base Socket 


BEPCHBEONOMN tie eh eas oe a ee - Foe eR as,s o bootiele 30 inches 
No. F-218-G [18” Diameter| 
Recommended Wattage...... 300-500 watts 
Wired Complete with Porcelain Mogul Socket. 
Baro the rstent-s an ee oo kas s iw es dole Me wa" 33 inches 


Fixtures are furnished in Polished or Satin 


Finished {Dull} CHROME. 





Glassware is Opal with Semi-Clear 
Etched Decoration. 





Inside Hemispherical Metal Reflector is 
finished in Polished Chrome. 


& 








+44 


Totally Indirect 


No. F-216 |16” Diameter] 
Recommended Wattage... ... 200 watts 

Wired Complete with Porcelain Medium Base Socket 

Overall. Lengthy: yaas er sets . .30 inches 
No. F-218 [18” Diameter] 
Recommended Wattage..... 300-500 watts 

Wired Complete with Porcelain Mogul Base Socket. 

Overall engthien.cres fetta oss accel oar tenia: sore oe he 33 inches 


Fixtures are furnished in sprayed 
CHROMALUSTRE with Polished Aluminum Highlights 


or 
Sprayed GOLDLUSTRE with Polished Gold Highlights 





Inside Large Reflector finished in 
White Porcelain Effect Enamel. 


Inside Small Hemispherical Reflector 
Polished Chrome. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Series 3100 


Semi-Indirect Lighting Units of Novel Design 
for 
Stores, Offices, Showrooms and Reception Rooms 








SPECIFICATIONS 
No. 3116-G 
Diameter: of ‘Refactor, +c .stem-=.11steorisie erevelararens 16 inches 
Overall Length of Fixture..............+0--- 30 Inches 
Recommended Wattage.........22+eeeeeeeee 150-200 
Wired with Medium Porcelain Socket 
No. 3118-G 
Diameter of Reflector: +. «+n sacle eee 18 inches 
Overall Length of Fixture..............-+--- 32 inches 
Recommended Wattage.........+2.seeeeeees 300-500 
Wired with Mogul Porcelain Socket 
No. 3123-G 
Diameter of Reflector:..2. <acun- a= soma eee 23 inches 
Overall Length of Fixture...2....2.0..s0e-0 36 inches 
Recommended Wattage ..........++eee00e- 750-1000 


Wired with Mogul Porcelain Socket 


For additional overall lengths, add 75c list per foot, or 
fraction of a foot. 


Satin Finish Frosted Crystal glass lens will 


be furnished unless otherwise specified. 





No. 3116G (150-200 w) 


No. 3118G (300-500 w) All metal parts of Fixtures are made of Spun 
No. 31 23G (750-1 000 w) 


Ze 


Aluminum and are furnished in a choice 
of finishes: — 

Sprayed ““CHROMALUSTRE”’ with 
Polished Aluminum Highlights. 
Sprayed “GOLDLUSTRE” with 

Polished Gold Highlights. 


Inside Reflector, is Hard White Porcelain- 
effect Enamel. 





a 


Bottom View of Glass lens. 


Glass lens can also be supplied in colors— 
For fixtures wired to take 3-Light Lamps: 


Add $3.00 List for 3 circuit sccket and switch. Amber, or Blue, and will only be fur- 


Add $1.50 List for 3 circuit socket only— nished when specified on order. 
without switch. 





Listed under Label Service of Underwriters’ Laboratories, Inc. 











On. 





————————————— ~ —Oyrn- Page 60A 


Series 3100 


Semi-Indirect Lighting Units of Novel Design 
for 
Stores, Offices, Showrooms and Reception Rooms 





é INDIRECT LIGHTING 
WALL BRACKET 


(Made of Aluminum—without Glass) 





‘ No. 4011 (75-100 watt) 


lengths. 2: . eh es 7 14 Inches 


Width : ; 9% inches : 
Wired Medium Base Socket | 


| Canopy Turn Button Switch can be supplied at 
{|| 45c list extra. 














No. 3116M (150-200 w) 








No. 3118M (300-500 w) 


No. 3123M (750-1000 w) \ 

For additional overall lengths, add 75c list per foot, or NOTE: All information and data relative to | 
Feactionteha toot, Dimensions—Metal Finishes, etc. will be | 
found on Page 60, at the back of this H 


sheet. 








Metal Grills will be finished to match other 


metalwork of fixtures. 


Glass Discs will be supplied in Satin Finish 
Frosted Crystal unless otherwise specified. 








Glass Discs can also be furnished in Amber or 
Daylight Blue. if specified on order. 





Bottom view of Metal Grill showing 
Glass Disc behind grill. 
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Series F-300 


Semi-Indirect Lighting Fixtures 
Combining a Plurality of Aluminum Louvres with 
Opal Glass Disc in the bottom. 
For Showrooms, Reception Rooms, Stores, Private Offices, etc. 


Indirect Lighting 
Wall Bracket 


(Made of Aluminum only-without Glass) 








No. 4011—(75-100 watt) 


Width. ssacssatevens #10 odes te eractenntl 9% inches 
Lengthtce:< Vateterts tiene, pose 7% inches 


Wired Medium Base Socket. 


Canopy Turn Button Switch can be supplied 
at 45c list extra. 





F 318—(300-500 watt) 


With Four Louvres as illustrated Fon reelscira succes Spun 











Diameter—18 inches.......... Overall Length—32 inches Aluminum and are finished in 
Wired with Mogul Base Socket g 
Sprayed CHROMALUSTRE 
: with Polished Aluminum 
F Se tees watt) Highlights. 
ith Five Louvres 
Diameter—2Q inches.......... Overall Length—35 inches Sprayed GOLDLUSTRE 
: Wired with Mogul Base Socket with Polished Gold 
For additional overall lengths, add 75c list per foot, or Highlights. 


fraction of a foot. 


When ordering, please mention 
Number and Finish required. 





For fixtures wired to take 3-Light Lamps: 
Add $3.00 List for 3 circuit socket and switch. 


Add $1.50 List for 3 circuit socket only— 
no switch. 





Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Series F-4000 


Efficient Luminaires of Artistic Design 


or 
y Indirect and Semi-Indirect Illumination for 
Stores, Showrooms, Reception Rooms, Banks and Lobbies 


INDIRECT LIGHTING 








No. 4018—(300-500 watt) 


Diameter—18 inches............Overall length—32 inches 
Wired Complete with Mogul Socket 


No. 4022—(750-1000 watt) 


Diameter—Q2 inches............ Overall length—35 inches 
Wired Complete with Mogul Socket 


For additional overall lengths, add 75c list per foot, or 
fraction of a foot. 


For fixtures wired to take 3-light lamps: 
Add $3.00 List for 3 circuit socket and switch. 
Add $1.50 List for 3 circuit socket only—without switch. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


= = eee @Q-r- 





Finishes: — 


Sprayed Chromalustre with 
Polished Aluminum Highlights 





Sprayed Goldlustre with 
Polished Gold Highlights 





SEMI-INDIRECT LIGHTING 
with 
Opal Glass Dish 





No, 4018-G—{300-500 watt) 


Diameter—18 inches............Overall length—32 inches 
Wired Complete with Mogul Socket 


No. 4022-G—{750-1000 watt) 


Diameter —22 inches........... Overall length—35 inches 
Wired Complete with Mogul Socket 








i 


Or 
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All Metal Parts 


Series No. 9400 


Semi-Indirect Ornamental Luminaires for 


Showrooms, Lobbies, Reception Rooms, Stores 











es) — ———— 





For fixtures wired 





finished in to take 3-Light 
Stained Bronze ames 
or 
Add $3.00 list 
Ivory and Gold for 2 - circuit 
* socket & switch, 
Glassware Add $1.50 list 
furnished in for @ = circuit 
lridescent socketonly, 
Stippled Gold when no switch 
(NuGold) is required 
Dimensions | 1 
= } ype o R 
ecommended 
Number | Overall | Diam. of | Socket Wattage 
i Furnished 
| Length Glass 
9412 | 31 inches | 12 inches Medium 100 
9414 | 32 inches 14 inches Medium 100-150 
9416 33 inches 16 inches Medium 150-300 
9418 35 inches | 18inches | Mogul 300-500 








For additional overall lengths, add 75c list per foot, or fraction of a foot. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Series No. 9400 


Semi-Indirect Ornamental Luminaires 





No. 9422 to No. 9428 (1 Light) 


All Metal Parts are finished in 


STAINED BRONZE 


or 


IVORY and GOLD 


> 


Glassware is furnished in 
IRIDESCENT 
STIPPLED GOLD 


Numbers 


9411 
9422 
9424 
9426 
9428 
9441 








Overall 
Length 


81% inches 
17 inches 
18 inches 
19 inches 
21 inches 
13 inches 





When ordering, please mention Number and Finish required 


No. 9441 (1 Light) 
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No. 9411 (1 Light Wall Bracket) 


(Canopy turn switch can be furnished 
at 45c list extra.) 








Dimensions I 
aeiery Recommended 
Diam. of Fihod Wattage 
urnisne 
Glass 
8 inches Medium 75 
12 inches Medium 100 
14 inches Medium 100-150 
16 inches Medium 150-300 
18 inches Mogul 300-500 
12 inches Medium 100 








Listed under Label Service of Underwriters’ Laboratories, Inc 
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All Metal Parts 
finished in 
Stained Bronze 


Glassware fur- 


Banks, Showrooms, Lobbies, Stores, Reception Rooms 


Series No. 9O00 


Semi-Indirect Ornamental Luminaires for 











For fixtures wired 
to take the new 
3-Light Lamps. 


Add $3.00 list for 
the special 2-cir- 


nished in cuit socket and 
Iridescent _ switch. Add 
Stippled Gold $1.50 list for the 


00% 
eels 








Q-circuit socket 
only, when no 
switch is re- 
quired, 














Dimensions Type of e ia 

N Becket ecommende: 

ae Overall Diam. of Diam. of sated Wattage 

Length Band Glass 

9014 33 inches 14 inches 10 inches Medium 100-150 

9016 35 inches 16 inches 12 inches Medium 150-200 

9019 36 inches 19 inches 1414 inches Mogul 300-500 

9030 42 inches 30 inches 20 inches Mogul 750-1500 





For additional overall lengths, add 75c list per foot or fraction of a foot. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 








Qn. 














Series No. 9000 


Semi-Indirect Ornamental Luminaires 


No. 9024 [1 Light] 
No. 9026 [1 Light] 
No. 9029 [1 Light] 


All Metal Parts are finished in 


STAINED BRONZE 


Glassware is furnished in 


IRIDESCENT STIPPLED GOLD 











{Canopy Turn Switch can be furnished at 45c list, 


extra. | 








No. 9011 [1 Light Wall Bracket] 


No, 9044 [2 Lights] 
No. 9046 [2 Lights] 
No. 9049 [3 Lights] 























Dimensions 
Type of Recommended 
Number > Socket Ww. 
Overall Diam. of Diam. of Fienishod attage 
Length Band Glass 
9011 Srinchese fer. cs... 8 inches | Medium Basé 75-100 
9024 QO inches | «14 inches 10 inches | Medium Base} 100-150 
9026 29 inches 16 inches 12 inches | Medium Base} 150-200 
9029 23 inches 19 inches 144% inches} Mogul Base | 300-500 
9044 12 inches 12 inches 10 inches | Two Medium! Two 60 watt 
9046 14 inches 14 inches 12 inches | Two Medium | Two 75 watt 
9049 17 inches 17 inches 141% inches|Three Medium|Three 75 watt 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


as): 
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"Filigree. 


For Offices, Showrooms, Stores, Banks, etc. 


A Semi-Indirect luminaire, producing a maximum of downwardly concen- 
trated glareless illumination—in addition to an adequate amount of diffused 
light around the walls and on the ceiling. 





No. 716—8166 


Overall length—38 inches 
Diameter of Glass bowl—16 inches 
Glass fitter size—6 inches 
Wired with medium base porcelain socket 


we. 


For extra overall lengths, add 75c list per foot or fraction 
of a foot. 





Glassware is white “HYPERION" 


Fixtures are furnished in a Brushed Aluminum 
Finish. 


we. 


Cast Grills are furnished in Ivory Finish. 











No. 726—8166 


Overall length—15 inches 
Diameter of Glass bowl—16 inches 
Glass fitter size—6 inches 
Wired with medium base porcelain socket 
Mogul Socket 45c list extra. 


a 


For fixtures wired to take 3-light lamps. 
Add $3.00 list for the special Q-circuit socket and switch. 
Add $1.50 list for the Q2-circuit socket only, when noswitch 
is required. 
¢ 


GLASS AND GRILL ONLY 











No. 8166 
Diameter—16 inches 


Depth—10 inches Fitter—é6 inches 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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oO 


“'Style-lux’’ 


A Beautiful Semi-Indirect Luminaire 


for 


Showrooms, Lobbies, Banks, Stores, Reception Rooms 
Patent Applied for 


All Metal Parts 
finished in 
Stained Bronze 


For fixtures wired 
to take the new 
3-Light Lamps. 


Add $3.00 list for 











Glassware fur- 

































| 
the special 2-cir- Richedlin . 
cuit socket and Iridescent : 
switch. Add $f.50 Stippled Gold 
list for the 2-cir- 
cuit socket only, slong 
when no switch is 
required. 
Naeber Dimensions Type of Socket Recommended 
Overall Length Diam. of Bowl Furnished Wattage 
6012 30 inches 12 inches Medium Base 100- 150 
6014 32 inches 14 inches Medium Base 150- 200 
6016 33 inches 16 inches Medium Base - 200 
35 inches 18% inches Mogu! Base 300- 500 
36 inches 20% inches Mogul Base 500-1000 








For additional overall lengths, add 75c list per foot, or fraction of a toot. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Style-lux’ 


A Beautiful Semi-Indirect Luminaire for 


Showrooms, Lobbies, Banks, Stores, Reception Rooms 
Patent Applied for 


All metal parts are finished in 
STAINED BRONZE 
Glassware is furnished in 


IRIDESCENT STIPPLED GOLD 





Overall length’. .1¢<,.dscemele site 14 inches 
Spread. i.00'< 10-3 oo, a waned ea eae 9 inches 














? No. 6022 to No. 6030 [1 Light} 





N. 6021 [1 Light] 


No. 6011 [1 Light] Langth’ 5... 0201 saeew 8 inches 
Overall Extension.........-.secseees 10 inches Width. .2. 000 senes 8 inches 
Backplatecgectiess.se er ony 43/, inches Diameter {Add 45¢ List for Canopy Turn Switch.) 


(Add 45c List for Canopy Turn Switch.) 














Rlinter Dimensions Type of Recommended 

Overall Length Diam. of Bowl Socket Furnished Wattage 
To gy ae 8 Be 7 inches Medium Base 40- 60 
COST 1 YO eaten We eseaeeans oor Medium Base 75- 100 
6022 17 inches 12 inches Medium Base 100- 150 
6024 19 inches 14 inches Medium Base 150. 200 
6026 20 inches 16 inches Medium Base - 200 
6028 29 inches 181% inches Mogul Base 300- 500 
6030 23 inches 20% inches Mogul! Base 500-1000 
6721 14 inches 9 inches Medium Base 40- 60 





For fixtures No. 6026-6028 and 6030 to take 3 Light Lamps, add $3.00 list for the special 2-circuit socket and switch. 
Add $1.50 list only, for 2-circuit socket, when switch is not required. 
Listed under Label Service of Underwriters’ Laboratories, Inc. See other side. 
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Semi-Indirect Luminaire | 


for 


Stores, Showrooms, Reception Rooms and Public Buildings 





For fixtures wired to 
take 3-Light Lamps. 
Add $3.00 list for 
Q-circuit socket & 
switch. Add $1.50 
list for Q-circuit sock- 
et only, when no 
switch is required. 


FINISHES 


Polished Chrome 
with Ebony Trim 
and Opal Glass 
with frosted Etching || 


*, | 
Dg | 
*, 

Og 


Stained Bronze 
with Gold Iridescent 
Glassware. 


(No Etching) 





When ordering 
please give fixture 
number required. 


“== 


- 
Do 


For additional over- 
all lengths, add 90c 
per foot or fraction 
of a foot. 





No. 7018 
Diamaok Fixtires < assess o's <c.+m. Sie. eee 19 inches 
Diam. of Glass Bowls ce siss.eig's v0.0, cuctaiaele 16 inches 
Overall Length of Fixture.............--. 33 inches 
Recommended Wattage.............-- 150-200 w. 


Wired with Medium Base Socket 


No. 7020 
DiciRMObiR tures bc cciee cto esi ca sea 21 inches 
Diam. of Glass Bowl.................+.+..18 inches 
Overall length of Fixture................36 inches 
Recommended Wattage............+45 300-500 w. 


Wired with Mogul Base Socket 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Super-X-lite 


For schools, offices, accounting rooms, stores, hospitals and all 
places where good and adequate illumination is essential. 






















For fixtures wired to 
take the new 3-light 
Lamps 
Add $3.00 list for 
the special 2-circuit 
socket and switch. 
Add $1.50 list for 
the Q-circuit socket 
only, whennoswitch 
is required. 

For longer overall 
lengths, add 90c list 
per foot or fraction 
of a foot. Pendant 
Stems can be sup- 
plied in 34” Diam. 
Tubing instead of 

Standard 4" 





No. 2626—16” Diam. Bowl 
Recommended Wattage—150-200. 
Wired Complete with Porcelain Medium Base Socket 
Overall length.........-.---- 12 inches 


No. 2628—18" Diam. Bowl 
Recommended Wattage—300-500. 
Wired Complete with Porcelain Mogul! Socket 
Overall length.....-......-+-- 14 inches 


No. 2630—20" Diam. Bowl 
Recommended Wattage—300-500. 
Wired Complete with Porcelain Mogu! Socket 


Sats Overall length.....-------++++ 15 inches 
ee 
No. 2630A—20” Diam. Bow! 
p Wired with Giant Mogul Socket cover 
a FA for 750—1000 watt lamp 


Overall length. ......seseeeeee 47 inches 


No. 2616—16” Diam. Bowl 
Recommended Wattage —150-200. 
Wired Complete with Porcelain Medium Base Socket 
Cverall lenathi.ncnc scat aes 30 inches 


No. 2618—18” Diam. Bowl 
Recommended Wattage—300-500 
Wired Complete with Porcelain Mogul Socke! 
Overall length...........-00-- 33 inches 


No. 2620—20” Diam. Bow! 
Recommended Wattage --300-500. 
Wired Complete with Porcelain Mogul Socket 





Overall length.......----- ....33 inch 
ye as No. 1611—Wall Bracket 
No. 2620A— 20"Diam. Bowl hengthst3ccdue vrs seeenes 11}4 inches 
Wired with Giant Mogul Socket Cover Width. ....escveeceeeeseres 1034 inches 
for 750—1000 watt lamp Furnished Wired Complete, No Switch. 
Overall length ... , .... 36 inches Add 45c List for Canopy Turn Switch.) 
Will toke lamp sizes up to 150 watts. 
All Fixtures finished in “Dull Chrome” NOTE: Brackets are made of Cast Aiu- 
minum and are finished in Sotin Aluminum, 
(Dul! Chrome is Satin Finished Chrome.) simulating Dull Chrome, 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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seen 


An Indirect Lighting Unit | 
Combining Lighting Efficiency and Beauty 


| 
| 
Fixtures and Brackets are furnished | 
in “CHROMALUSTRE” and | 
“COPPERLUSTRE.” 


“CHROMALUSTRE” is an ap- | 
plied silvery grey lustre, simulating 
satin chrome. 
“COPPERLUSTRE” is an applied 
copper bronze lustre, simulating 
satin bronze. 


The triple beaded edge of all re- 
flectors is high polished aluminum. 

Reflectors are made of spun alu- 
minum and the inside is finished 2 
bright dipped. 











Glassware is Hyperion opal 





No. 3016—(150-200 watt) 
Diameter—16 inches...............000- Length 30 inches 
Wired medium base. 


No. 3018—(300-500 watt) 
Diameter—18 inches.............00-000% Length 32 inches 
Wired mogul base. 


No. 3022—(750-1000 watt) 
Diameter—29 inches..............02000% Length 36 inches 
Wired mogul base. 





For additional overall lengths, add 75c list per foot, or No. 3011—(100 watt) 

fraction of a foot. Lengtttti. 0s <ts stan cacs<teees >. Bo6.Inches 
Extenslonie sicleisys: e's sce evateu starstoysia’s 7 inches 

For fixtures wired to take 3-light lamps: (Canopy switch 45c net extra) 


Add $3.00 List for 3 circuit socket and switch. 
Add $1.50 List for 3 circuit socket only—without switch. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Glass Louvre Fixtures 


for 


Stores, Showrooms and Reception Rooms 


HAMON ETERS 37cm, 





No. 916/3700 
With White Glass Louvres and Clear Crystal Stripes. 


No, 916/3700-C 


With Crystal Clear Glass Louvres, Black Stripes and Beveled 
Edges. 


Overall Length—30 inches..... Diam. of Louvres 17 inches 
For 150-200 watt Lamp. 


No. 916/3722 
With White Glass Louvres and Clear Crystal Stripes. 


No. 916/3722-C 
With Crystal Clear Glass Louvres, Blac': Stripes and Beveled 


Edges. 
Overall Length—33 inches..... Diam. cf Louvres 22 inches 
For 300-500 watt Lamp. 
Mogul Socket 45¢ List Extra. ’ 


All fixtures are furnished wired complete with medium base 
sockets, and slow burning wire. 


Finish of fixtures POLISHED CHROME. 





No. 926/3700 
With White Glass Louvres and Clear Crystal Stripes. 


No. 926/3700-C 


With Crystal Clear Glass Louvres, Black Stripes and Beveled 
Edges. 


Overall Length—16 inches. ...- Diam. of Louvres 17 inches 
For 150-200 watt Lamp. 


No. 926/3722 
With White Glass Louvres and Clear Crystal Stripes. 


No. 926/3722-C 
With Crystal Clear Glass Louvres, Black Stripes and Beveled 
Edges. 
Overall Length—19 inches..... Diam. of Louvres 22 inches 
For 300-500 watt Lamp. 





GLASS ONLY 
No. 3700 
Hyperion Unit, complete with 17-inch 
Glass Louvres with Clear Crystal 
Stripes. 
No. 3700-C 


Hyperion Unit, complete with 17-inch 
Glass Louvres with Black Stripes. 


No. 3722 
Hyperion Unit, complete with 22-inch 
Glass Louvres with Clear Crystal 
Stripes. 


No. 3722-C 
Hyperion Unit, complete with 22-inch 
Glass Louvres with Black Stripes 





Diameter of Fitter - 6 inches 





Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Metal parts are furnished 
wired complete and fin- 
ished in ‘*Silverlustre’’—an 
applied and lasting finish, 
very similar in agpearance 
to Brushed Aluminum. 


Pendants can be furnished 


in “Statuary Bronze" finish, 
at 75c each list extra. 


For fixtures wired to take 
the new 3-Light Lamps. 


Add $3.00 list for the 
special 2-circu't socket 
and switch. 

Add $1.50 list: for the 
Q-circuit socket only, when 

no switch is required. 
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SER LE Sat 24-O.6 


A Popular Priced Scientifically Designed 
Luminaire, for use in Schools, Offices, Ac- 
counting Rooms, Stores, Showrooms, Hospitals 
and all places where good and adequate 
illumination is essential. | 


PENDANT TYPES H 


No. 416—16”" Diam. Bowl 


Recommended Wattage—150-200. | 
Wired Complete with Porcelcin Medium Base Socket 
Overall length......... .....30 inches 


No. 418—18" Diam. Bowl 


Recommended Wattage—300-500 
Wired Complete with Porcelain Mogul Socket. 
Overall! length... ceccs. cece. 33 inches 


No. 420—90" Diam. Bowl 


Recommended Wattage—300-500. 
Wired Complete with Porcelain Mogul Socket. 
Overall length.cvcad. sade ces. 33 inches 











No. 420A—90” Diam. Bowl 


Wired with Giant Mogul Socke: Cover for 750-1000 Watt Lamp. ? 
Overall lengthaccrs: case: - 500. 36 inches 


For overall lengths of more than standard, add 45 
cents list per foot or fraction of a foot. 








SEMI-FLUSH TYPES 


No. 426—16” Diam. Bowl 


Recommended Wattage—150-200. 
Wired Complete with Medium Base Socket. 
Dverall Tengthh. sicvsrimen vague. 12 inches 


No. 428—18” Diam. Bowl 


Recommended Wattage—300-500 
Wired Complete with Mogul Socket. 
Overall lenges 0. vws'ssecinas t 14 inches 


No. 430—20” Diam. Bowl 


Recommended Wattage—300-500. 
Wired Complete with Mogul Socket. 
Overall length.............655 15 inches 


No. 430A—20” Diam. Bowl 


Wired with Giant Mogul Socket Cover for 750-1000 Watt Lamp. * 


Overall length................ 17 inches 





Listed under Label Service of Underwriters’ Laboratories, Inc. 
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“Gilllite 


Maximum Lighting Efficiency—Minimum Surface Brightness 


“GILL-LITE” is an All-White Glass Unit which, when illuminated, produces a Beautiful Mellow Ivory Tone— 
(eliminating Glare and Eye-strain)—while still retaining its Interior Whiteness, for Maximum Reflection to the ceiling. | 
“GILL-LITE” is ideal for the illumination of Hospitals, Offices, Showrooms, Schools and all other places where i 

adequate illumination, without eye-strain. is essential ‘| 








No. 4426—With 16” diameter “Gill-lite’” Bowl 
Wired with porcelain Medium Base Socket for 150-200 watt lamp. 
Overall length........-+-+.- 12 inches 
No. 4428—With 18” diameter ‘‘Gill-lite’” Bowl 
Wired with porcelain Mogul Base Socket for 300-500 watt lamp. 
Overall length? «=. <--.<s-ac unl 14 inches 
No. 4430—With 20” diameter “'Gill-lite” Bowl 
Wired with porcelain Mogul Base Socket for 300-500 watt lamp. 
Overall length... 6..c.m.caee « 15 inches 
No. 4430A—With 20” diameter “'Gill-lite’” Bowl 
Wired with Giant Mogul Socket Cover for 750-1000 watt lamp. 
Overallenottises . -s.00.-ceees 17 inches 





All Fixtures are furnished in 


Polished Chrome. 





No. 4416—With 16” diameter “Gill-lite’” Bowl 
Wired with porcelain Medium Base Socket for 150-200 watt lamp. 


Overall length.........6555 6 30 inches 
No. 4418—With 18” diameter ‘‘Gill-lite’” Bowl 
Wired with porcelain Mogul Base Socket for 300-500 watt lamp. For fixtures wired to take the new 3-Light Lamps. 
Overall length....--.+-+++. +> 33 inches Add $3.00 list for the special 2-circuit socket 
No. 4420—With 20” diameter “Gill-lite’” Bowl and switch. 
Wired with porcelain Mogul Base Socket for 300-500 watt lamp. 
(e) length ois ot ts enlee «Macy 33 inch 
vote eg we Add $1.50 list for the 2-circuit socket only, 


No. 4420A—With 20” diameter ‘‘Gill-lite’” Bowl 


Wired with Giant Mogul Socket Cover for 750-1000 watt lamp. when no switch is required. 


Overall lenoth...........--55- 36 inches 
e 
For longer overall lengths, add 90c list per “Gill-lite” Luminaires can also be 
foot or fraction of a foot. furnished in “’Nugold” [Gold Irides- 


cent Glassware] with Statuary Bronze 


When ordering, give Number and 


Finish required. Fixtures. 





Listed under Label Service of Underwriters’ Laboratories, !nc. 
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“Superba_ 


A semi-indirect luminaire for schools, offices, accounting rooms, stores, hospitals and 


all places where good and adequate illumination, without eye strain, is essential. 





No. 4616—16”" Diam. Bowl 


Recommended Wattage—150-200 
Wired Complete with Porcelain Medium Base Socket 
fverall length. toicew = eRe sus a 30 inches 


No. 4618—18” Diam. Bowl 


Recommended Wattage—300-500 
Wired Complete with Porcelain Mogu! Base Socket 
Kv@rallilength seta c's neathoieeuscels 33 inches 


For longer overall lengths, add 
90c list per foot or fraction of 
a foot. 





No. 4626—16” Diam. Bowl 


Recommended Wattage—150-200 
Wired Complete with Porcelain Medium Base Socket 
Overall lengths.2se coke oc eee 2 12 inches 


No. 4628—18” Diam. Bowl 


Recommended Wattage—300-500 
Wired Complete with Porcelain Mogul Base Socket 
verallilongtheeees cs os oe cee an 14 inches 


Standard Finish of Pendants is 
“DULL CHROME” 


(Dull Chrome is Satin Finished Chrome) 





For fixtures wired to. take the new 
3-Light Lamps. 


Add $3.00 list for the special 


9-circuit socket and switch. 


Add $1.50 list for the 2-circuit 
socket only, when no switch is 
required, 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


Qn. 
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The “NEW YORKER” 


A Semi-indirect Luminaire of distinctive appearance, for use in Showrooms, Offices, Schools and 
Accounting Rooms and all other places where good, pleasing and adequate illumination, 
without eye-strain, is essential. 





@Vverall engin paneer eas ogee chur 35 inches 
Diameter of Metal Band.............-- 18 inches 
Diamefarof Glassit.c5 cas. ts aar ane 1514 inches 


Wired with medium base socket for 
150-200 watt Lamp. 


No. 4518 
Cverall Lengtts2 acs. .as owen ereete 38 inches 
Diameter of Metal Band..........++--- 22 inches 
Diameter ot: Glassen Sait. tite neretate:s 181% inches 


Wired with Mogul base socket for 
300-500 watt Lamp. 


For overall lengths of more than standard, add 
90 cents list per foot or fraction of a foot. 





Overallilenaths.<-.1-2ssae sae eee 13. inches 
Diameter of Metal Band............+-- 18 inches 
Diameter. of Glassicc .>:..48 a «<0 «ements 1514 inches 


Wired with Medium base socket for 
150-200 watt Lamp. 


No. 4528 
Overall Lengthxic txatet ceecnoste tee 15 inches 
Diameter of Metal Band...........+.+-- 22 inches 
Diameter of Glass... < tae ceaas<as caas om 181% inches 


Wired with Mogul base socket for 
300-500 watt Lamp. 





Finish of Metal Parts: 
“Polished Chrome” 





For fixtures wired to take the new 3-Light Lamps. 


Add $3.00 list for the special 2-circuit socket 
and switch. 


~ Add $1.50 list for the 9Q-circuit socket only, 


when no switch is required. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Commercial Lighting Fixtures 


with 


“Hyperion 


ndants are furnished in either 
CHROME or CADMIUM 
tinishes, wired complete 
with medium base 


sockets 
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Glassware 














When ordering, please mention | 
fixture number, size of I} 
Glassware and finish | 

of Pendant 

desired i 


No. 816/B. 26 
Length of Pendant to bottom of stem is 24 inches 


If longer lengths are desired, add 90 cents list per foot 
or fraction of a foot for CHROME and 75 cents list per 


Number 


Diameter 


of Glassware 


foot for CADMIUM 


Recommended 
Wattage 





816/B. 26 
816/B. 24 
816/B. 22 


16 
14 
12 


inches 


“ 


“ 


200 - 500 
150 - 300 
100 - 200 


jte:—Fixtures are furnished with 34’ diam. stems, but 14” stems can be furnished if desired 


Listed under Label Service of Underwriters’ Laboratories, Inc. 








Qn. 














Fixtures are furnished 
in Polished CHROME 
finish, wired with med- 
ium base porcelain 
sockets and No. 16 
heat resisting wire. 

For Mogul socket, 
add 45c list. 


/ : I 
Streamline 


Commercial Luminaire 
with 


No, 812/S. 12 
No, 814/S, 14 


Hyperion” Glassware 








For longer overall 
lengths than specified, 
add 90c list per foot or 
traction of a foot. 
Standard stem diameter 
is 34 inch, but % inch 
stem can be supplied if 
called for. 


SS OOS); 
Overall Length 


Dimensions of Unit 





Number including Metal Cone | of Fixture Complete 
Diameter ength Glass Fitter | 

812/512 OCU x”SC«dBTCC(‘( SSCS «dL Biches 

814/S14 14° x 2°" x 6” 40 inches 


i 





Listed under Label Service of Underwriters’ Laboratories, Inc. 
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The “Excelite. Unit 


Plain White “Hyperion” Glassware with Dull Chrome Finished Fixture 








U.S. Patent No. 1,977,401 








Luminaire Diameter of Overall Length Standard Weight For Lamp 

Number Bowl of Luminaire Carton Stand. Carton Size 
1616 16 Inches 96 Inches 1 11 Ibs. 200 Watt Medium Base 
1620 20 Inches 30 Inches 1 15 Ibs. 300-500 Watt. Mogul Base 


NOTE: It is essential that Inside Frosted Lamps be used to avoid unsightly ceiling striations, 
which are produced by clear crystal lamps 


Listed under Label Service of Underwriters’ Laboratories, Inc. 








Opn. 
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The "Excelite Unit 


Plain White “Hyperion” Glassware with Dull Chrome Finished Fixture 


Metal parts furnished in 


DULL CHROME 
(Du!! Chrome is Satin Finished Chrome) 








U.S. Patent No. 1,977,401 





No. 1626 
Diameter........- 16 inches—Overall length......... 17 inches 
For 200 watt medium base lamp 
Weight Standard Carton of One............... 11 Ibs. 
No. 1630 
Diameters os.wss +5 20 inches—Overall length......... 21 inches 
For 300-500 watt mogul base lamp 
Weight Standard Carton of One............... 15 lbs. « 
All fixtures furnished wired complete No. 1611—Wall Bracket 
Lengifieries. cas <0 ee 11% inches 
Widiik.c: newceed sce ees 10% inches 


Furnished Wired Complete, No Switch 
{Add 45c List for Canopy Turn Switch) 
Will take lamp sizes up to 150 watts 


Listed under Label Service of Underwriters’ Laboratories, Inc. 





“E~mQ) 





Page 104 











Moderne Louvre Luminaire 
with 


| “Hyperion” Glassware 


Fixtures are furnished only in CHROMAL 
finish, a two-tone combination of Polished 
Chrome on the louvres and Satin finished 


Aluminum on the Pendants, and Ceiling 
Collars. 

















No. 724—L3309 


No. 726—L3312 
No. 726—L3314 - 
No. 726—L3316 
No. 714—L3309 *No, 726—L3318 


a Sper eatt Fixtures are furnished wired complete with No. 16 


Heat Resisting Wire, and with Porcelain Medium 
No. 716—L3316 
*No. 716—L3318 Base Sockets. Add 45c List for Mogul Sockets. 





*When 18” Diameter Glassware is ordered complete with No. 716 Pendant or No. 726 Ceiling Holder, 
the fitter size will be 6” diameter only. 
— - 











Nuatee Number Number Dimensions of Glassware only Overall Lenath 


Glassware ‘ : 
Fixture Complete with Louvres only Glassware only Diameter Length Fitter of Fixture Complete 





714—13309 One hs OF6* x 4e 36 inches 
716-3312 Gb a el PY eae Wis - 39 inches 
716—13314 147. % 11362" x” 62 39 inches 
716—13316 46 1196 Se OF 39 inches 
*716—13318 18%) «7 1244") ‘x 6% 40 inches 
724—13309 oo as CU eee oe, 14 inches 
726—1.3312 5 tele eo ieee ae nT 16 inches 
726—13314 142 eee A1dG” x1 Oe 16 inches 
726—13316 1679 te 116 te 6” 16 inches 
*726—.3318 18" x 19%" x 67-8" 17 inches 





NOTE: For longer overall lengths of Pendants No. 714-716, add 75c list per foot, or fraction of a foot. 


Listed under Label Service of Underwriters’ Laboratories, Inc. For Wall Brackets and Flush Ceiling types, see back of this sheet. 
Gre = 
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Moderne | ouvre Luminaire 


with 


“Hyperion” Glasswere 





No. 706—L3508 
No. 708—L3510 
No. 710—L3512 
No. 712—L3514 


Ceiling fixtures are fur- 

nished wired complete 

with metal reflectors, 

which do not permit 

the light to form halos 
on the ceiling. 


Number Number 


Fixtures are turnished 
only in CHROMAL 
finish, a two-tone com- 
bination of Polished 
Chrome on the Louvres 
and Satin finished Alu- 
minum on the Ceiling 
Bands and Wall 
Brackets. 





No. 702—L3306 
Overall extension from wall—9 inches. 


(With Canopy Switch) 





Number 


Dimensions of Glassware 





Fixture Complete ene is | Glassware only Diameter Depth Fitter No. of Lights 
702—L3306 L3306 3306 6" x 55%” x 34° 1 Light 
706—L3508 L3508 3508 8” x 3%” x 6" 1 Light 
708—L3510 3510 3510 10” x 3%" x * 2 Lights 
710—L3512 L3512 3512 Ao? x 4%” x 10” 2 Lights 
712—L3514 L3514 3514 14” x 4%” x +2" 3 Lights 





For Suspension and Ceiling Type Fixtures, see other side of this shee 


Listed under Label Service of Underwriters’ Laboratories, Inc. 











Fixtures are furnished only 
in CHROMAL finish—a 
two-tone combination of 
Polished Chrome on the 
louvres and Satin Finished 


Aluminum on the Pendants. 
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Moderne Louvre Luminaire 
with 


Hyperion’ Glassware 





No. 714—L2908 


No. 714—L2910 
No. 716—L2912 
No. 716—L2914 
No. 716—L2916 
*No. 716—L2918 








Standard Pendant length, 
without glassware, is 28 
inches. If longer lengths 
are required, add 75c List 
per foot or fraction of a 
foot. Fixtures are furnished | 
wired complete with Por- || 
celain Medium Base Sock- 
Add 45c¢ List for 


Mogul Sockets. 


ets. 


*When 18” Diameter Glass- 
ware is ordered complete with 
No. 716 Pendant or No. 726 
Ceiling Holder, the fitter size 
will be 6” diameter only. 





Number 








/ Number Glassware Number | Dimensions of Glassware only | Overall Length 
Fixture Complete with Louvres only Glassware only Diameter Length Fitter of Fixture Complete 
714—L2908 | L2908 | 2908 | Big" Ot x 4° 33 inches 
714—-L2910 L2910 2910 | 10” x 64% x “ye 33 inches 
716—L2912 L2912 2912 | 12% x 714" x 6 34 inches 
716—12914 | L2914 2914 | 140" x "836°"! 167 36 inches 
716—-12916 L2916 2916 | 16” x 10” ee p 38 inches 
*716—-12918 L2918 2918 19" x 1154" x 67&8 / 40 inches 
| 





For Wall Bracket and Ceiling Types, see back of this sheet 


Listed under Label Service of Underwriters’ Laborstories, Inc. 
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Moderne Louvre Luminaire 


with 





No. 
No. 
No. 
No. 
No. 
*No. 


724—L2908 
724—L2910 
726—L2912 
726—L2914 
726—L2916 
726—L2918 


*When 18” Diameter Glassware is ordered complete 
with No. 716 Pendant or No. 726 Ceiling Holder, 


the fitter size will be 6” diameter only. 


Fixtures are furnished wired complete with 
Porcelain Medium Base Sockets. Add 45c List, 
for Mogul Base Sockets on Ceiling Collars. 


“Hyperion” Glassware 


-Fixtures are furnished only in CHROMAL, a 
two-tone combination of Polished Chrome on 


the louvres and Satin Finished Aluminum on the 


Ceiling Collars and Brackets. 





No. 704—L2908 
Overall extension from wall 11 inches 
(With Canopy Switch) 

















Number 
Number Glassware Number Dimensions of Glassware only Overall Length 
Fixture Complete with Louvres only Glassware only Diameter Length Fitter of Ceiling Fixtures 
724—12908 L2908 2908 84" x 6%" x 4” 12 inches 
724—L2910 L2910 2910 10” x 64%" x 4” 12 inches 
72612912 L2912 2912 12” % ota 6" 13 inches 
726—L2914 L2914 2914 14” x 8%" x 6” 14 inches 
726—12916 L2916 2916 16" x 10” os 15 inches 
*726—L2918 L2918 2918 18” x 11%” x 67 &8” 17 inches 
704—L2908 L2908 2908 OK" x 667 0 4" le Lees ; 





For Suspension Type Fixtures, see other side of sheet 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Moderne Louvre Luminaire 
with 


“Hyperion” Glassware 


Standard Pendant length, 
without glassware, is 28 
inches. If longer lengths 


are required, add 75c List 


Fixtures are furnished only 
in CHROMAL finish—a 
two-tone combination of 
Polished Chrome on the 


louvres and Satin Finished 


per foot or fraction of a 

foot. Fixtures are furnished 

wired complete with Por- 

celain Medium Base Sock- ? 

ets. Add 45c List for ; 
Mogul Sockets. 











Aluminum on the Pendants. 


*When 18” Diameter Glass- 
ware is ordered complete with 
No. 716 Pendant or No. 726 
Ceiling Holder, the fitter size 
will be 6” diameter only. 





No. 714—CL1708 
No. 714—CL1709 
No. 716—CL1712 
No. 716—CL1714 
No. 716—CL1716 
*No. 716—CL1718 


— 





























No he —— 
Number Glontors Number | Dimensions of Glassware only Overall Length 
Fixture Complete with Louvres only Glassware only Diameter Length Fitter of Fixture Complete 
714—C1L1708 CL1708 1708 B72 .x 62 x. 4 33 inches 
714—C11709 CL1709 1709 OFF oS Ce ae mane 35 inches 
716—CL1712 CL1712 1712 12° x 84%" x 6” 36 inches 
716—C11714 CL1714 1714 J40 x 944" « 6” 38 inches 
716—CL1716 CL1716 1716 160 ke 1036" 4. OF 39 inches 
*716—CL1718 CL1718 1718 ABR x" 12" x 6-8” 41 inches 
- Specify size of Fitter required (6” or 8”) For Wall Bracket and Ceiling Types, see back of this sheet 
% 
& Listed under Label Service of Underwriters’ Laboratories, Inc. 
—— : = 
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Moderne Louvre Luminaire 
with 


“Hyperion” Glassware 





Fixtures are furnished only in CHROMAL, a 
two-tone combination of Polished Chrome on 
the louvres and Satin Finished Aluminum on the 


Ceiling Collars and Brackets. 


~ ita 6% 


ee r 
: ‘ 














No. 724—CL1708 
No. 724—CL1709 
No. 726—CL1712 
No. 726—CL1714 
No. 726—CL1716 
*No. 726—CL1718 


*When 18” Diameter Glassware is ordered complete 





No. 704—CL1708 
with No. 716 Pendant or No. 726 Ceiling Holder, Overall extension from wall 10 inches 


the fitter size will be 6” diameter only. (With Canopy Switch) 


Fixtures are furnished wired complete with 
Porcelain Medium Base Sockets. Add 45c List, 
for Mogul Base Sockets on Ceiling Collars. 








| Number | 
Number } Glassware Number | Dimensions of Glassware only Overall Length 
Fixture Complete with Louvres only | Glassware only | Diameter Length Fitter of Ceiling Fixtures 
704—CL1708 CL1708 1708 CP a x SGM Mee a cae | ; 
724—CL1708 CL1708 | 1708 | Bes OEE et AS, | 11 inches 
724—CL1709 CL1709 | 1709 9” x 64" x 4% 13 inches 
726—CL1712 CL1712 | 1712 125 ae 84%" x 6" 14 inches 
726—CL1714 cL1714 1714 / 14" x O% »% 6° 15 inches 
726—CL1716 | CL1716 1716 16°" ee 10567 GF | 16 inches 
a 24 x 


6-8” / 18 inches 





*726—CL1718 11718 1718 18” 





For Suspension Type Fixtures, see other side of this sheet 
Specify size of Fitter required (6" or 8”) 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Moderne Louvre Units 


“Hyperion” Glassware 


combined with 


CHROME finished Metal Louvres 


Ne 





No. L601 
No. L602 
No. L603 
No. L604 























Numher 
Number Glassware Dimensions of Glassware 
Glassware and Louvre | only | Diameter Length Fitter 
L601 601 10° x 6%" x 4 
L602 602 19% “ 734” x 6" 
L603 603 14° x 8” x 6” 
L604 604 16” x 8%" x 6” 





Note: Standerd No. 716 Pendants can be furnished for these Louvre Units 
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Moderne Louvre Luminaire 


with 


“Hyperion” Glassware 


No. 736—L1712 
No. 736—L1714 
No. 736—L1716 





Suspension type fixtures No. 716 and 
No. 736 will be furnished 28 inches long 
—tfrom top of canopy to bottom of holder. 
(Quotations will be given for special 
lengths other than this.) 


All fixtures will be furnished with 
Medium Base Porcelain Sockets and No. 
16 Heat Resisting Wire. 


For fixtures wired with Mogul sockets 
add 45c each list. 


All metal parts are finished in Chromal. 
(CHROMAL is a Brushed Aluminum finish 
on the pendant and polished Chrome on the 
Louvres.) 





No. 701—L1708 
(With Canopy Switch) 











Luminaire Glassware with Dimensions of Glassware Only 
Complete Louvres only Diameter Length Fitter 
716/11712 L1712 ae”. x le” af 
726/11712 1719 1” Big" a 
736/L1712 11712 i: a x 814" x 6” 
716/L1714 11714 14” x 9%" x 6” 
726/L1714 L1714 14” x ou" x 6” 
736/L1714 11714 14” x oy" x 6" 
716/L1716 | L1716 16” x 10” x 6” 
726/L1716 1716 16” x 10” x 6” 
736/L1716 L1716 16” x 10” x 6” 
701/L1708 11708 8” x 6%" x 4° 














Listed under Label Service of Underwriters’ Laboratories, Inc. 


Kindly mention Fixture Number desired. 











Gres 
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Moderne Louvre Luminaire 


with 


“Hyperion” Glassware 





No. 726—L1712 
No. 726—L1714 
No. 726—L1716 


All fixtures are furnished with Porcelain Me- 
diumBase SocketsandNo. 16HeatResisting Wire, 
approved by the Board of Fire Underwriters 


For fixtures wired with Megul sockets add Hy 
45c¢ each list. 


Metal Parts are finished in Chromal 
(CHROMAL is a Brushed Aluminum finish on the pen- 
dant and Polished Chrome on the Louvres.) 





No. 716—L1712 
No. 716—L1714 
No. 716—L1716 





Turn to the front of this sheet for 


other necessary information 


. 


Listed under Label Service of Underwriters’ Laboratories, Inc. | 
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Moderne Louvre Luminair 


with 


“Hyperion” Glass Balls 


Fixtures are furnished only 
in CHROMAL finish—e 
two-tone combination of 
Polished Chrome on the 
louvres and Satin Finished 


Aluminum on the Pendants. 








a 


Standard Pendant length, 
without glassware, is 28 
inches. If longer lengths 
are required, add 75c List 
per foot or fraction of a 
foot. Fixtures are furnished 
wired complete with Por- 
celain Medium Base Sock- 
ets. Add 45c¢ List for 
Mogul Sockets 
*When 18” Diameter Glass- 
ware is ordered complete with 
No. 716 Pendant or No. 726 


Ceiling Holder, the fitter size 
will be 6” diameter only. 











No. 714—L57-8 No. 716—L57-14 
No. 716—L57-10 No. 716—L57-16 
No. 716—L57-12 *No. 716—L57-18 
a Number = = 
Number | Glassware | Number Dimensions of Glassware only Overall Length 
Fixture Complete | with Louvre only Glassware only Diameter Fitter of Fixture Complete 
714—L57-8 L57-8 57-8 8” x 4” 35 inches 
716—L57-10 L57-10 57-10 10” x 6” 37 inches 
716—L57-12 L57-12 57-12 12° x 6” 39 inches 
716—L57-14 157-14 57-14 14” x 6” 41 inches 
716—L57-16 L57-16 57-16 16” x 6” 43 inches 
*716—L57-18 L57-18 57-18 18” x 6” & 8” 45 inches 
' 





For Wall Bracket and Ceiling Types, see back of this sheet 


Listed under Label Service of Underwriters’ Laboratories, Inc. 











——-- Ge ae 
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Moderne Louvre Luminair 
with 


“Hyperion” Glass Balls 


Chrome on the 


Collars. 





No. 724—L57-8 

No. 726—L57-10 
No. 726—L57-12 
No, 726—L57-14 
No, 726—L57-16 
*No, 726—L57-18 


*When 18” Diameter Glassware is ordered complete 
with No. 716 Pendant or No. 726 Ceiling Holder, 
the fitter size will be 6” diameter only. 


Fixtures are furnished wired complete with No. 709—-L57-6 
No. 16 Heat Resisting Wire, and with Por- Overall extension from wall 9 inches 
celain Medium Base Sockets. Add 45c List (With Canopy Switch) 


for Mogul Sockets. 


— ~~ Number — 
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Fixtures are furnished only in CHROMAL 


finish, a two-tone combination of Polished 


louvres and Satin finished 


Aluminum on the Brackets, and Ceiling 








Number | Glassware | Number | Dimensions of Glassware only Overall Length 
Fixture Complete | with Louvre only Glassware only | Diameter Fitter of Fixture Complete 

702—157-6 L57-6 | 57-6 6” x 34" 
724—L57-8 L57-8 57-8 | 8” x 4” 13 inches 
726—L57-10 | L57-10 57-10 | 10” x 6” 15 inches 
726—L57-12 | L57-12 57-12 5 be! x 6* 17 inches 
726—L57-14 L57-14 57-14 | 14 x 6* | 19 inches 
726—157-16 | L57-16 57-16 16% 3% ” | 21 inches 

| L57-18 57-18 18” x 6” & 8” 23 inches 


*726—L57-18 
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Polished Chrome Fixtures 


Enameled Opal Glassware with 
Frosted Crystal Bottom and Side Ribs 








No. 210/3710 [2 Lights] 
Overall depth 51/3 
Glass Dia 10 f 

Packed | to a Standard Cart 

No. 212/3712 [2 Light 
Overall depth 53_ inche 
Glass Diar he 

Packed | to a Sta Ca 

No. 214/3714 [3 Lights] 
Overall depth 5'/3 
Glass Diameter 14 in 

Packed | to a Standard Cart 


Polished Chrome Fixtures 


Velva Glassware 


No. 1008 [1 Light] 














With hole in bottom centre 








Diameter of Metal Ring ra 

all depth 4!/5 inc 

sware 65, 
Standard Carton | 

No. 1010 [1 Light] 

Diameter of Metal Ring 1\Vq 
Overall depth 6 
Glassware gl/, 
Standard Package | 











Polished Chrome Fixtures 





Enameled Opal Glassware with 
Frosted Crystal Bottom and Side Ribs 


No. 206/3706 [1 Light] 
Overall depth 4%, inches 
Glass Diameter 6 inches 
Packed | to a Standard Carton 


No. 208/3708 [1 Light] 
Overall depth 43/4 inches 
Glass Diameter 8 inches 
Packed | to a Standard Carton 








No. 3710 With regular fitter 
Dimensions 10” Diam. x 334” Dee 
Standard Carton 4 piece No. 3706 

No. 3712 pe st ee SS = Dimensions 6” Diam. x 3!/2” Deep 
Se ll CUES SagbT ye No. 1008 and No. 1010 stanaand< Carver eves 
Standard Carton 5 piece : ; No. 3708 

can also be supplied in : ; eis ayn 
14 3 IMENSIONS iam. x 78 eep 

No. 37 | D 8” D 3 D 

Dimensions 14” Diam. x 41/2” Deep White Enamel. | Standerd Carton 24 pieces 
ensions Q 2 > | \ 

Standard Carton 5 piece < 7 => 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


Specify number and finish, when ordering 








Metal Parts can be supplied 
in either “CHROME” or 
“CHROMALUSTRE.” 


[Chromalustre is an applied 
Metalustre, giving a Satin 
Finish Aluminum ettect.] 





No. 706—3508 
No. 708—3510 


No. 710—3512 
No. 712—3514 
No. 714—3516 





No. 3508 to No. 3516 


With 


“Hyperion” Glassware 





Complete Fixtures and Glassware 


packed one to a carton. 





Ceiling Bowl Fixtures 


No 
No 
No 
No. 
No 
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supplied 
and fur- 


All fixtures are 
wired complete, 


nished with inner metal re- 
flectors, which do not per- 
mit the light to form halos 
on the teiling. 





. 108 14—350814 
. 711014—3510!4 


» 71244—3512% 
. 11446—3514)% 
. 11644—3516!2 


t 





No. 35081 to No, 351614 





Number 


————————————————— | Glasswere Only 
Fixture Complete 


} 





706—3508 3508 
708—3510 3510 
710—3512 3512 
712—3514 3514 
714—3516 3516 
708}4—350844 350834 
71044—3510}5 3510}, 
712}4—3512)4 351244 
71434—351444 351444 
7164—3516% 35164 





Dimensions of Glassware 





Number of Standard Carton 
Sockets Glassware Only 
Diameter Depth Fitrer | 
| 
8” x 3%” x 6% 1 Light | 24 Pieces 
10” x 3h" x 8° 2 Lights 4 oS 
125 x 4%" x 10” 2 Lights | s 
14° x 4%" x 125 | 3 Lights 4 
16” x Shy’ x 14” 3 Lights 2 
Ba x at 1 Light 24 
10° x 4° N bi 2 Lights 4 
122: 3%" } sith Hele tn 2 Lights 5 
14° x 4\%° Bottom 3 Lights 5 
16” x 43,” 3 Lights 2 











When ordering, please mention Fixture Number, Finish and Glassware Number desired. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 








Qn- 





1} 
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Crystal Bottom Units 


HYPERION GLASS 


Plain and Decorated 





No. 2400/E3 








2s - 2 ———— = a — 
Standard 








| Dimensions : 

Number Diam. Length Fitter Carton Weight 
2400 qr x 12” x 4” and 6” 6 Ibs. 
2400/E3 OF ig ei Cae. eee ae 8 | 6 lbs. 





Specify the size of Fitter required (4” or 6”) 











= (48 
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Crystal Bottom Units 


HYPERION GLASS 


Plain and Decorated 




















No. 2300 
No. 2300/E2 
Dimensions Standard 
Number Diam. Length Fitter Carton 
2300 OF aye 12") ox 4" and 6” | 
2300/E2 Q”™ x tee x 4” and 6” ! 





Specify the size of Fitter required (4” or 6”) . 








—= @)- 
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Crystal Bottom Units 
Made of “HYPERION" Glass 


(Complete with Crystal Cut Bowl) 





*oMY) 























No. 165 
ifamber Standard Dimensions Weight 
Package Width Length Fitter Standard Package 
| 437 x 12\/5" be ..6™ 13 Ibs. 





esd 
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/ d : || 
Moderne “Directo-Lite. | 





For special lighting installations where the principal rays of light are to be directed downward upon a | 
working plane, the Moderne Directo-lite illustrated below is the utmost in efficiency. The Moderne | 
Directo-lite is made of “Hyperion” glass with and without black line decoration, and with a polished i\| 

Crystal Cut Reflector bowl inserted in the bottom |) 





KG 


on is SN 


i 





“Hyperion” Glass with Crystal Cut Bowl 




















Number Standard Width Lenath Fitter Finish 
Package 
1465 1 12%” x 11%" x 6" Plain White 
1465 D q 12%" x 11\" x 6 Black Line 
1464 4 9° x 8” x 4 Plain White 
1464 D 4 9” x 8° x 2 Black Line 
—————————— —— —— - — — —(6n Pro 
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Crystal Bottom Units 


for Kitchen - Bathroom - Kitchenette 


TW, 


{i = aT I ra | ai ANI 


‘en ir 














No. 2264 
No. 2408 
Dimensions | Standard Weight 
_Number_ Width Length Fitter | Package Standard Package 
-_ SE : Set ad ee | =. 
184 103%” x rah x A* 4 | 16 Ibs. 
9964 9” 934" 4” 4 | 18 Ibs 
9964-E 934 4 4 | 18 Ibs 
2408 | 8) 634 x as 12 | 46 lbs 
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// . // : 
Premier Units 
Made of “HYPERION” Glass 





No. 2259E 
No. 2260E 





No. 2257 
No. 2258 




















No, 2259 No, 2257E 
No. 2260 No. 2258E 
= 
STANDARD DIMENSIONS WEIGHT 
NUMBER PACKAGE Width Length Fitter Standard Package 
2257 12 5% «x 9 xz 4 26 Ibs. 
2257E 12 5% x 9 x 4 26 lbs. 
2258 1 10 <P 16%0 "=z 70 12 Ibs. 
2258E 1 10 x 16% x 6 12 Ibs. 
2259 8 9 x 7% x 4 22 lbs. 
2259E 8 9 x 7% x 4 22 Ibs. 
2260 1 12% 2 104% x 6 10 ibs. 
2260E 1 12% 2s 10% x 6 10 lbs. 
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The Aristocrat’ Unit 


Made of "HYPERION" Glass 


DECORATED 














No. 1258E—10!/4” x 16!/2” x 6” Fitter 
No. 1257E—6” x 9” x 4” Fitter 
No. 1261E—12!/2” x 20” x 6” or 8” Fitter 


PLAIN WHITE 


No. 1260—12!/2” x 1034” x 6” Fitter 
No. 1259—9” x 7!/2” x 4” Fitter 











DECORATED 





No. 1260E—12!/2” x 1034” x 6” Fitter 
No. 1259E—9” x 7!/2” x 4” Fitter 


e810) -- Opr- 


PLAIN WHITE 


No. 1258—|0//4” x 16!/2” x 6” Fitter 
No. 1257—6” x 9” x 4” Fitter 

















Plain | Standard Weight 
White Decorated Package Standard Package 
1257 1257-E 12 26 Ibs 
1258 1258-E | 12 lbs 
1259 | 1259-E 8 22 Ibs 
1260 | 1260-E | ! 10 ibs 























Series 1300-G and M 











Semi-Indirect Units for Stores, Offices, Showrooms, etc. 





No. 1315G 
With Glass Louvre—|5” Diameter 
Size of Unit only—B8!/2” x 8!/2” x 6” Fitter 
Packed 4 to a Standard Carton 


No. 1319G 


With Glass Louvre—l9?” Diameter 
Size of Unit only—I2” x 8!/2” x 6” Fitter 
Packed 4 to a Standard Carton 





Units are all furnished White 
Enameled" with ribbed bottoms 
and sides in Crystal. 


Glass Louvres are supplied White 
"Enameled" with clear Crystal 


stripes. 








No. 1309. Unit only 


Dimensions—8!/2” x 8!/2” x 6” Fitter 
Packed 4 to a Standard Carton 


No. 1312. Unit only 


Dimensions—12” x 8!/2” x 6” Fitter 
Packed 4 to a Standard Carton 


When ordering, please specify Number and Finish 








@n- 











No. 1315M 


With Metal Louvre—I5” Diameter 
Size of Unit only—8!/2” x 8!/2” x 6” Fitter 
Packed 4 to a Standard Carton 


No. 1319M 


With Metal Louvre—l9” Diameter 
Size of Unit only—12”.x 81/2” x 6” Fitter 
Packed 4 to a Standard Carton 














Note 


Metal Reflectors are furnished i 


Sprayed ''Chromalustre” 
with Polished Aluminum 
Highlights 











ro 
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Series No. 6300 


"Enameled '-—''Hyperion” 


With and Without Glass or Metal Louvres 





No. 6308 EL—Louvre 12” 
No. 6312 EL—Louvre 1 7!/2” 
No. 6314 EL—Louvre 19!/2” 
No. 6316 EL—Louvre 22” 





No, 6308 E 
No. 6312 E 
No. 6314 E 
No. 6316E 


TT 


Metal Louvres are furnished in: 
Sprayed "“CHROMALUSTRE’ with 
Polished Aluminum Highlights. 


—————— ne 





No. 6308 EM—Louvre 15” 
No. 6312 EM—Louvre 19” 
No. 6314 EM—Louvre 22” 
No. 6316 EM—Louvre 25” 








Enomeled Enameled | setae Etyperion reer Eiperioe Dimension of Unit 
Glass Metal Glass | Metal | only only | 
Louvre Louvre | Louvre | Louvre | | | Diameter Depth Fitter 
No. 6308EL 6308EM | 6308L | 6308M | 6308E | 6308 | otis 63¢* x” ae 
No. 6312EL 6312EM 6312 | 6312M 63129E | 6312 128 =x a4". <5 62 
No. 6314EL 6314EM 6314L | 6314M | 6314E | 6314 | 144 x iy se" 6A 
No. 6316EL 6316EM 6316L | 6316M 6316E | 6316 Pena" x 2 a 6" 





When ordering, please give number and finish required. 


Series 6320-G and M 


Semi-Indirect Units for Stores, Offices, Showrooms, etc. 





No. 6315 G 


No. 6315 M 
With Metal Louvre—I5” Diameter 





With Glass Louvre—I5” Diameter 
Size of Unit only—-8!/9” x» 8'/2” x 6” Fitter 
Packed 4 to a Standard Carton 


Size of Unit only—8'/o” x 8!/2” x 6” Fitter 
Packed 4 to a Standard Carton 


No.6319 M 
With Metal Louvre—!9” Diameter 
Size of Unit only—1l2” x 8!/o” x 6” Fitter 
Packed 4 to a Standard Carton 


No. 6319 G 


With Glass Louvre—l9” Diameter 
Size of Unit only—12” x 81/4” x 6” Fitter 
Packed 4 to a Standard Carton 


Units are all furnished White Note 


“Enameled” with ribbed bottoms 
and sides in Crystal. 


Metal Reflectors are furnished in: 
Sprayed ‘'Chromalustre”’ 
with Polished Aluminum 


Highlights 


Glass Louvres are supplied White 


"Enameled" with clear Crystal 


stripes. 




















No. 6309 E Unit Only 


Dimensions—8!/2” x 8!/2" x 6” Fitter 
Packed 4 to a Standard Carton 


No. 6312 E Unit Only 
Dimensions—12” x 81/5” x 6” Fitter 
Packed 4 to a Standard Carton 


Listed under Label Service of Underwriters’ Laboratories, Inc. 


When ordering, please specify Number and Finish. 








—e7 — =Qpn0- 
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Series 3200 
DECORATED 
DIMENSIONS 

No. 3206 
Diamefersieneastctinccnns 61% inches 
Depthiwa,ar stewart 534 inches 
Fifersseek ay wert 4 — inches 
Diameter of Glass Louvre...10 inches 

No. 3208 
Diameter...............+. 8% inches 
Depith:.2 iste atvenes ae ae 7\% inches 
Rin Glare secre: Cranes 4 inches 
Diameter of Glass Louvre...12 inches 

No. 3214 
Diameters. 2.20: os. saws wea 14m in¢ches 
Depthantin er tam cee mags 834 inches 
Fifferss< f.cot aan to he eee 6 inches 
Diameter of Glass Louvre. .19% inches 

No. 3216 
Diameter creer er oat e LO inches 
No. 3206-G—No. 3214-G “Hyperion” Opal Glass with Nugold pasaaage eR mp TAM Si 


(Gold Iridescent) Decoration Diameter of Glass Louvre...22 inches 


nT 


WITH GLASS LOUVRE 





No. 3206-L—No. 3214-L “Hyperion’’ Opal Glass Unit 
with Louvre of Opal Glass with Clear Crystal Stripes 


























Standard ENAMELED 
Number Finish Package 
3206 Plain Opal le ote 
3208 ¥ . 12 
3214 + * | Q 
3216 “ c | 2 
3206-G Nugold 12 
3208-G 4 12 
3214-G s 9 
3216-G ra 2 
3206-E Enameled 12 
\}| 3208-E a 12 
| 3214-E 5 Q 
3216-E % | 9 
3206-L | Plain Opal with Louvre | 4 
| 3208-L Ps PS ‘ Ss ala 4 
3214-L : 2 
3216-L es ¥ a ae! 2 
| 3206-EL| Enameled with Louvre | 4 
\\] 3208-EL om it Es 4 
i} 3214-EL Q 
|| 3216-EL Q No 3206-E—No. 3214-E Crystal Glass Unit with Opal 
| Enamel Decoration 








When ordering, please give Number and Finish required. 


—————— Oso 














Series 6100 


“Hyperion” Units 


Opal Glass with Crystal Striped Louvre Discs 











No. 6108-L 
No. 6112-L 
No. 6114-L 
No. 6116-L 














No, 6108 
No. 6112 
No. 6114 
No. 6116 
No. 6118 
DIMENSIONS of UNITS Diameter of Standard 
Number Louvre Package 
Diameter Depth Fitter 
6108 84% x 6 x Ae er ee ye ued ta 12 
6112 12 x 9% x 4&6 4 
6114 Vip) (ES CLP aa er 9 
6116 16 x 124% x oS nye teary tee Oe Q 
6118 18 x 13% x GOb dicen nee age 1 
6108-L 8% x 6 x 4 12 inches 4 
6112-L 12 x 94 x 4&6 | 17% inches 4 
6114-L 14 x 10% x 6 19% inches 2 
6116-L 16 x 12% x 6 22 inches 2 














When ordering, please mention number and size required. 
Advise whether 4” or 6” fitter is required on No. 6112 & 6112-L 
if “ No. 6118 


u“ 








——— eS — ooo] CO—D?=—-| 


“a 


6” or 8” “ 


au" 
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Series 6200 


“Hyperion” and Enameled Units 
Opal Glass with Crystal Striped Glass Dises 












































———= Op 








Cals ed Finish DIMENSIONS of UNITS Diameter of Standard 
Diameter Depth Fitter Glass Disc Package 
6208 Plain Hyperion Opal hte and E/E Se RES eer, Sewctets 12 
6212 z : foe O16 KG. teen 4 
6214 Ta). 2106 86a ate 2 
6216 16 RATE WOM eer ae Q 
*6208-E Enameled MgSO FE AM IE) tae were 12 
*6212-E * 1S EXE OOS Ol. cee) va eee 4 
*6214-E Va e186” il) Beatie 2 
*6216-E “4 16 «x11%x6 ee ee 2 
6208-L Plain Hyperion Opal with Glass Discs 74x 73%4x4 12 inches 4 
6212-L ia re é: ig ‘ = 12 x 814x6 17 inches 4 
6214-L 4h. OMA 6G 191% inches 2 
6216-L 16 x11K%x6 29 inches 2 
*6208-EL Enameled with Glass Discs 74x 734x4 12 inches 4 
*6212-EL _ ‘a eee a 12 x 81%x6 17% inches 4 
*6214-EL 8 AN Sy OS 191% inches 2 
*6216-EL | 16 x11%x6 22 inches 2 
| 
*Bottom rings of Enameled Units are Opal and Crystal consecutively. 
When ordering, please mention number and size required. 
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6 
Series 1200 
Semi-Indirect Units for Stores, Showrooms, Offices etc. 
Metal Reflector fur- Glass Units can be fur 
nished in two finishes: nished in either of 
three finishes 
Sprayed | “Hyperion’” Opal 
“CHROMALUSTRE”’ : Enameled-Crystal 
5 Bottom 
with . Bhd Batter | 
Polished Aluminum : ceemtaa aks | 
sori To avoid errors, please | 
Highlights. specify finish required | 
when ordering. 
Sprayed iiss S 
“GOLDLUSTRE”’ Inside Reflectors are 
with finished in Hard White 
Polished Gold Porcelain-effect 
Highlights. Enamel. 
1215—Plain Opal 
1215 E—Enameled Bottom 
1215 B—Blue Bottom 
Diqmetomoue elections stearate weds ars sie: 15 inches ? 
Glassware... .Diam. 814 in. Depth 8% in. Fitter 4 and 6 ins. t 
Packed 4 to a Standard Carton. 
* Packed 1 to a Standard Carton, add 30 cents to List Price 
1219—Plain Opal 
1219 E—Enameled Bottom 
1219 B—Blue Bottom 
Diameter of Reflector.......++++022 sees eeee cree 19 inches 
Glassware......--- Diam. 12 in. Depth 81% in. Fitter 6 ins. 
Packed 1 to a Standard Carton. 
1222—Plain Opal 
1222 E—Enameled Bottom 
. 1222 B—Blue Bottom 
Diameteroik chocto tie teers isiea tues. s set nite *'- 99 inches 
Glassworease « eissbtte Diam. 14 in. Depth 10 in. Fitter 6 ins. 
; Packed 1 to a Standard Carton. 
bs 1225—Plain Opal 
. 1225 E—Enameled Bottom 
~1225 B—Blue Bottom 
= Diametorot ReNeCtOns cad ce «areca oes = eee 95 inches 
- Glassware seintacoee’s Die. 16 in. Depth 111% in. Fitter 6 in. 
x Packed 1 to a Standard Carton. 
« *Note: Unless otherwise noted on order, all units will be supplied. 
e Packed 1 to a Carton. 





When Ordering, please specify Number, Finish and Size of Glass Fitter. 


: 
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Series 9200 


Somi-Indirect Units for Stores, Showrooms, Offices, Etc. 








2215—Plain Opal Unit 
2215 E—Enameled Bottom 
2215 B—Blue Bottom 











Diameter of Louvre ; ee eee |S. inches 
Glassware. ....Diam. 8!/5 ins. Depth 8!/ ins. Fitter 4 and 6 ins. 
9 Packed 4 to a Standard Carton. 


*Packed | to a Carton, add 30 cents to list price 


2219—Plain Opal Unit 
2219 E—Enameled Bottom 
2219 B—Blue Bottom 
Diameter of Louvre. ae 4K, _. 19 inches 
Glassware _..Diam. 12 ins. Depth 8!/5 ins. Fitter 6 ins. 
Packed | to a Standard Carton. 


2222—Plain Opal Unit 
2222 E—Enameled Bottom 
2222 B—Blue Bottom 
Diameter of Louvre en SE oe Pee ee? 2 IN CHAS 
Glassware Diam. 14 ins. Depth | I!/g ins. Fitter 6 ins. 
Packed | to a Standard Carton. 


2225—Plain Opal Unit 
2225 E—Enameled Bottom 
2225 B—Blue Bottom 
Diameter of Louvre........... Sed. Gee Os:.. doen inches 
Glassware..........Diam. 16 ins. Depth I1!/g ins. Fitter 6 ins. 
Packed | to a Standard Carton. 





| *Unless otherwise noted on order, all units will be 
furnished packed | to a Standard Carton. 














Louvre Bottom Ceiling 
and Enclosing Globes 





With Bluz Bottom 


7081//3608-B... 
71019/3610-B.......... 
7121/2 /3612-B... 

7141/9/3614-B. ... 
7161/2 /3616-B 


Fixtures are furnished in Polished Chrome or *Chromalustre 


Plain Opal With Blue Bottom 
1081/4 /3608 3608-B 
71014/3610 3610-B. 
7121/3612 3612-B 
T14o/3614 © 3614-B 
7161/9/3616 3616-B 


When ordering, please mention 


pees. 160-E 











Plain Opal 





















































*(Chromalustre is an applied metalustre, giving a Satin number and finish desired. 
Aluminum effect.) 
ee ee ee 
Dimensions Standard | 
FIXTURE Finish of Glassware of Glass Number | Standard | Package 
COMPLETE Glass oly re} Package | Fixtures © 
| Diem. Depth || Sockets | Glass | Comp. : J 
08% /3608-B || Blue Bottom | 3608-B| 8 x 33%4||/1Light| 24 | 1 
7101//3610-B || “ 3610-B | 10 x 4 Oye 5 1 
7121/6 /3612-B), “ x 3612-B | 12 x 434/12 “ 5 1 
7141/4/3614-B || “ & 3614-B | 14 x 534|/3 “ 5 1 
7161/9/3616-B|| “ 3 3616-B | 16 x 6//3 “ 3 1 
7081/5 /3608 Opal 3608 8 x 334|/1 “ 24a tt 
7101/4/3610 3 3610 10 x 4 D eae ame OTE a 
7121/9 /3612 : 3612 |12 x 4%||2 “ | 5 1 
7141/9 /3614 || E 3614 | 14 x 53%4//3 “ 5 1 
7161/4 /3616 $ 3616 16 x64!'3 “ AE) 1 
Dimensions Standard Suggested 
Number Finish Diam. Depth Fitter | Package Wattage 
6208-B Blue Bottom 1%, x 73x 4 12 | 
6212-B a = 12 x 84 x 6 4 4002150 
6214-B sf % 14 x0 x 6 2 | 150-200 
6216-B > £ 16 x 11% x 6 | 9 | 200-300 
When ordering, please mention number and finish required. 
——EE———_——— ye 
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SERIES G-6100 


Semi-Indirect Units 


An Outstanding Semi-indirect Enclosed Type Unit for Lighting Offices, Schools, Hospitals, Stores, 
Assembly Rooms, Libraries and All Other Places Where Adequate Illumination, 
Without Eye-strain, is Essential. 


PERFORMANCE — These Semi-Indirect Units, when tested by the Electrical Testing Laboratories of 
New York, show an overall efficiency of 83.5%, the maximum surface brightness is less than 1.0 
candlepower per square inch at any point in line of vision; and less than 20% of the light output of 
the lamp is directed in the 0°-90° zone and more than 60% in the 90°-180° zone. 





DESIGN — In order to secure wide, even distribution of the light directed toward the ceiling, 
a feature so desirable and important in semi-indirect lighting, the shape, proportions and sizes 
of this unit were especially devised and perfected by a prominent illuminating engineer of long 
experience in designing Government and commercial lighting equipment. 


GLASS —The upper portion of the globe is of extremely light opacity, so as to allow the 
maximum of light to be reflected upward from the dense white lower portion of the globe. This 


dense white effect is produced by a special process in manufacturing and is an integral, permanent 
characteristic of the glass itself, not subject to deterioration or change of any kind. No external 


application whatever is employed, such as enameling, roughing or acid finishing. 


—————————————— 























: : Weight 
Number Diam ai Fitter! eae Standard eens Prices 
: g er| ackage Package attage 
Gaii2- 112" x Slax Abe 4 15 Ibs. 100-150 pe av meee =r ew 
G-61 14 14" x 107" x 6" z 11 Ibs. 150-200 2 
G-6116 16" x 12\/geex be 2 15 Ibs. 200-300 == 
G-6118 | 18" x 1334" x 6"-8" 9 Ibs. 300-500 | Seamer 








When ordering, please mention size of fitter required on G-6112 (4" or 6") and G-6118 (6" or 8"). 


eee 


Note: This line of Units can also be furnished in “Hyperion” throughout, in sizes from 8" to 18" Diameter. 
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Photometric Test Chart 


of 


SERIES G-6100 Semi-Indirect Glassware 








ELecTRICAL TESTING LABORATORIES 
New York, N. Y. 
REPORT NO 147687 ORDER NO. 71799-S PLATE NO 32376 


CANDLEPOWER DISTRIBUTION 
NO.6116 GILLITE UNIT* 


Rendered to Gill Glass & Fixture Company 
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One unit submitted by 6 client and 
| tested in accordance { 
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with client's instructions. LIGHT 
' 6 
_ Lamp - 200 Watts; oa BEN Tae 
| 115 Volts; 3640 j 
| Lumens; PS30 6 
_ Inside Frosted } or 


| Gas-Filled Bulb; 
C-9 Filament; Medium 
Base; General Service. 7 | | 
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| Surface covering globe Abst: = ¥ 
opening, HEAVY = ae Gest ! S y” 
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| White diffusing glass 2 | = 
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New Design 


An Outstanding Semi-indirect Enclosed Type Unit for Lighting Offices, Schools, Hospitals, Stores, 


Sil Siar GPa MONS, 


Semi-Indirect Units 


New Glass 











New Performance 


Assembly Rooms, Libraries and All Other Places Where Adequate Illumination, 
Without Eye-strain, is Essential. 


PERFORMANCE — These Semi-Indirect Units, when tested by the Electrical Testing Laboratories of 


New York, show an overall efficiency of 82.5%;the maximum surface brightness is less than 1.0 
candlepower per square inch at any point in line of vision; and less than 20% of the light output of 


the lamp is directed in the 0°-90° zone and more than 60% in the 90°-180° zone. 





or change of any kind. 
roughing or acid finishing. 








Dimensions 


DESIGN — In order to secure wide, even distribution of the light directed toward the ceiling, 
a feature so desirable and important in semi indirect lighting, the shape, proportions and sizes 
of this unit were especially devised and perfected by a prominent illuminating engineer of long 
experience in designing Government and commercial lighting equipment. 


GLASS — Made of lightly cased glass, the upper portion of the glode being of extremely light 
density so as to allow the maximum of light to be reflected upward from the dense white lower 
portion of the globe. This dense white effect is produced by a special process in manufacturing 
and is an integral, permanent characteristic of the glass itself, not subject to deterioration 
No external application whatever is employed, such as enameling, 





Weight 




















Photometric Test on Reverse Side of This Page. 


See 


Standard Suggested 
Number |Width Length Fitter Package ahs Wattage 
G710 10” x 7%" x 4” - 11 Ibs. 75-100 
G712 12” x TY" x 4"-6" | 4 15 Ibs. 100-150 
G714 14” x 934” x 6” 2 11 Ibs. 150-200 
G716 L6mex let xe GF 1 9 Ibs. 200-300 
G718 18” x 1234” x 8”-6”| ] 11 Ibs. 300-500 
G720 20” x 1414" x 8” 1 20 Ibs. 750-1000 


When ordering, please mention size of fitter required on G712—(4" or 6”) and G718—(6" or 8”) 
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Photometric Test Chart 


of 


SERIES G-700 Glassware 





EvectricaL TestinG LABORATORIES 
New Yor«, N. Y. 


REPORT WO. 235676 ORDER NO. B9SE89<S PLATE NO, 88271 
CANDLEPOWER DISTRIBUTION 
NO,716 


Rendered to Gill Glass end Fixture Company 


tao" 175 1os* 155° 


Que giode submitted by elient. 


Lamp - 800 Watts; 115 Volts; S400 Lumens; 
PSSO Inside Frosted Ges-Filled Bulb; 
C-® Pilement; Medium Base; ¥ 
Generel Serviees. 


Surface covering glebv 
opening - reflection | 54) 
factor 0.70, in 4 
ascordanse with 
client's instruc- 10° 


tions. 
DEnsé 
Weight of Glasa - gre 


5 lv 13 os 


LUMINAIRE DISTRIBUTION DATA 
Mean Verticel 
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LIGHT FLUX VALUES 
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LUMINAIRE BRIGHTNESS 


CAmeLerowcn PER SQUARE INCH 
THE ARmOwe HrOICATE THE LOCATION AnD aneLe OF wee 


Locations A it Cc i?) E F S H 1 J K t M 


0.6 0.6 0.6 # OF O.6 0.6 0.6 0.% 6.7 0.6 0.7 #f 
fomitted im accordance with olieat’s instrmetions. 


«ToL, 5606 
reeves sy ALE morren wv_C*t | etal anny i FAsetien We. ey esuco Amgnat Oth, 1998, 
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* Note: Location Ratings at D” and “M” were omitted as they are not in the line of vision at angles indicated 


























Page 163 -e5f0) a 





Commercial Units 


Made of ''Hyperion’’ Glass 
The Glassware of Highly Efficient Lighting Qualities 









2 ie No. 612—No. 616 


- No. 701—No. 707 No. 2908—No. 2924 





No. 400—No. 402 











































































} No. 641—No. 646 
= = - — 
| Riocban Dimensions srt ae pc - 
Width Lenath Fitter echaor Package it altage 
e 400 - x a x 4” 12 20 Ibs. 100-150 
e 401 10” xO Zs TAL OF 1 4\bs. 150-200 
\| e 402 12 x 14 ra 1 8 Ibs. 200-300 
612 84” x Wea ae 12 18 Ibs. 75 
612% of x Toa ee ae 12 Q31bs. 75-100 
613 10 x 64" x A* 4 111 bs. 100 9 
* 614 12" x ihe yea! ar-08 4 151 bs. 4100-150 
615 cy x Bir x 6” 2 111 bs. 150-200 
| 616 16 x os x 6 2 15 Ibs. 200-300 
| 641 Ce CO ay as ee 12 20 Ibs. aI 75 . 
64134 Ea pl, Fh ee 12 231 bs. 75-100 : 
| 642 10” x i am. “a a 4 111bs, 100 3 
| #643 12% x Bio" x 4"-6 4 171 bs. 100-150 | 
1] 644 14% x 914" x te Q 12 Ibs. 150-200 4 
| ** O45 16” x 1034 *, 6 he 2 161 bs, 299-3CO 
\| ** 646 18 ee te *. 6% =8 2 12 Ibs. 300-500 ‘ 
« Py 
| 701 819" x Le 4” 12 20 Ibs. 75 
Lee see x La, x i 8 it bs. BE rd i + 
x % x 1 - x 
* 704 9% x 816" x 4°-6" 2 8 i 
705 14” x 934" wom 6 2 1 
706 16” % 11g a OF 2 
*%* 707 18” ain Fo x 6”-8" 2 
i 2908 B84" x 6%" x 4” 12 
2910 10” x 64" «x “Ft 4 
2912 19% x Tigh we GF 4 
3916 Nae get ow Senge 2 
x ys x ! 2 
** 2918 18” x 118" x 67-8" 2 
2924 4” ~ "14%" x 107 1 
| 3309 x x 8 
3312 x x 2 
i 3314 x x 2 
|| 3316 x x 2 
| *# 3318 x x 2 
iH] 
| e Nos. 400, 401, and 402 will be furnished without holes unless otherwise specihed. 
| % 1 FNo.614,643, or 704 is ordered please specify whether 4” or 6” fitter isdesired. 
4 |FNo.645, 646, 707, 2918, or No. 3318 is ordered please specify whether 6” or 8” fit 

















No. 636—No. 640 


Commercial Units 


Made of ''Hyperion'' Glass 
The Glassware of Highly Efficient Lighting Qualities 














No. 600—No. 604 
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om # it No. 602, 608, 620, 638, 8612 is ordered please specify whetner 4” or 6” fitter is desired. 
%* IF No. 611, 623, 8618 is ordered please specify whether 6” or 8” litter is desired. 


Dimensions Standard Ped ater Suggesied 
Length Fitter Package Packaoe Wattage 
a 5%” x 4" 12 20 Ibs. 75 
x is ak ema God 12 23 Ibs. 75-100 
x Osa | + 4 11 Ibs. 100 
x 74" x, 47-6" 4 15 Ibs. 100-150 
x 8” a ok 2 11 Ibs. 150-200 
x Os¢7 > x 36% 2 15 Ibs. 200-300 
x 6” Ny 3A 12 “18 Ibs. 75 
x 64k Ay. 74% 12 23 Ibs. 75-100 
x 4 me Ae 4 11 Ibs. 100 
x 64%" x» 4°-6" 4 15 Ibs. 100-150 
x TIT ECG 2 11 Ibs. 150-200 
x 836" x 16” 2 15 Ibs. 200-300 
x on x 67-8" 2 12 Ibs. 300-500 
Cp 18 bt on 6% 1 16 Ibs. 300-500 
x Sag wt at 12 18 Ibs. 75 
x rt gee Oe, Nel 12 23 |bs. 75-100 
x 6%" x 4” 4 11 Ibs. 100 
x 64" x 47-6" 4 15 Ibs. 100-150 
x Tee sO a 15 Ibs. 100-150 
x 8” Yo Ho™ 2 11 Ibs. 150-200 
3 O56" a 26" 2 15 Ibs, 200-3C0 
x 1034"" x 67-8" 2 12 Ibs. 300-500 
x 6” x Ae 12 18 Ibs. 75 
x 64h nae 12 23 |bs. 75-100 
x 654" 4° 4 11 Ibs. 100 
x A” x 49-6" 4 15 bs. 100-150 
x Th tee ee ans i 2 11 Ibs. 150-200 
x OSC 2, Sten Or 2 15 Ibs. 200-300 
x a x 4” 12 20 Ibs. 75 
“4 rh tg ee Gs 12 23 Ibs. 75-100 
x Pte ea 4% a 11 Ibs. 100 
x a 3° 4266" 4 15 Ibs. 100-150 
x O96 1) x 6" 2 12 \bs. 150-200 
rap tse k= 6” 2 16 |bs. 200-3C0 
“te ok x 6"-8* 2 19 Ibs. 300-500 
x19" x Or 1 15 Ibs. 500-1000 
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Decorated Units 
with the addition of 


Openwork Metal Banding 
for 


Bedrooms - Sun Parlor - Dinette 





No. 5510-D 
Dimensions—10"x 734 "x 4” Fitter 
Packed 4 to a Carton 


Gro: 
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Bedroom Units‘and Shades | 


Made of “HYPERION” Glass 








’ 


Kindly mention color panels HH 


desired. 


Different colors, however, cennot 
be furnished assorted in one carton 





No. 1709 E i 


Can be furnished with Pink-Blue 
or Ivory Panels instead of Green 
as shown. 


Different colors, however, cannot 
be furnished assorted in one carton. 





No. 1707 E 


Se oooeooOOOOlOoOQqwqwq®wonaQwyo®l’‘e™>=—=»«<=<—$“$@~$m@mmsqs rooms 








Standard Dimensions Weight 
pointer Packege Width Length Fitter Standard Pactene 
4 1709 E 4 OR 615" ls A 17 Ibs. 
1707 £ 12 ths x Sh” x 2" 20 Ibs. 
a Ee any Ee ee a ee ee eee 
—_ Bree nee 








a 
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|. E. S. Shades 


[Approved and Un-approved] 








“APPROVED” SHADES 


Specially selected shades, made and 
tested in accordance with the Lighting 
Specificationsof the Illuminating Enginee- 
ring Society, for use with I. E. $. Lamps. 

















aoe 


No. 309—“APPROVED’ 
No. 309—’Un-approved”’ 
Diameter 10’ —Fitter 244" 
Weight per standard carton of 6 pieces — 17 Ibs 


; No. 310—"APPROVED” 
° No. 310—“Un-approved’’ 
{|| Diameter 10’ — Fitter 2%” 
Weight per standard carton of 6 pieces — 17 Ibs 


No. 315—“APPROVED” 
No. 315—"Un-approved” 
Diameter 10” — Fitter 234” 
Weight per standard carton of 6 pieces — 17 Ibs 





& J 
K, S 
| es > 
| "S ——s a 
ae. ened 
No. 317—““APPROVED"™ Only, 


Diameter 10’’—Fitter 27” 





No. 10—’APPROVED” Only, 
m< End Table Lamp Diffusser 
Depth 6” — Top Opening 4” 
Diameter 7 —Fitter 24” 
Weight per standard carton of 
6 pieces— 13 lbs 


“UN-APPROVED” SHADES 


The same in shape, appearance and 
quality of glassware as the “approved” 
shades, but not selected to meet the 
specifications of the Illuminating Engi- 
neering Society. 








No. 338—"APPROVED” 
No. 338—"’Un-approved” 
Diameter 93¢” — Fitter 29%" 


Weight per standard carton of 6 pieces — 14 ibs 


No. 311—'/APPROVED” 
No. 311—’Un-approved” 
Diameter 10” — Fitter 2%” 


-— = 


No. 308—“APPROVED” 
No. 308—”Un-approved” 
Diameter 8” —Fitter 24%" 





— 


Weight per standard carton of 6 pieces — -17 lbs 


eer a 


Weght per standard carton of 6 pieces—-18 Ibs. 











Weight per standard carton of 6 pieces — 13 Ib 
No. 501—Diam. 6%4"x434"x214” Fitter 
No. 506—Diam. 6” x5¥2""x2%" Fitter 
Weight per standard carton of 6 pieces —6 It 


39 


MIRROFLECTQR 


eal 









Mirroflector 


A Mirrored Glass Reflector having a 
permanent reflecting surface and con 
toured scientifically correct te accu 
rately control the light. 





No. 4200 No. 3100 


No. 3150 


Designed especial for flush 
F é ‘ Island Windows 


mounting in flat ceilings. 
Windows having plate glass on both 








: das 6) 
High Shallow Windows No. 1100 hes 4 
=~ No. 1150 Open back and partly open back win- 
Island Windows dows. 
= Windows having the back entirely open. 
Open back and Partly Open Back Windows having the back partly open. 


: : Windows having the back entirely closed 
Windows Closed Back Windows 


Windows having a solid background 


but with glass panels in the background. 


extending from floor to ceiling. 


eto CHO 





























Mirroflectors are made of pure Crystal glass with Mirroflectors are furnished complete with metal 
two coats of genuine Silver applied—then a plating adaptors which are finished in Satin Finished Silver 
of Copper, followed by a silver powder baked on Color. 
with a special varnish, which is a guarantee against Flush mounting Rings can be furnished for all Mirro 
_ peeling of the mirrored surface. flectors. Add 93c. each, list. 
% 
. Mirroflector Standard Recommended Width Weight Standard 
2 Number Package Wattage Package 
" | 
. 1100 6 100-150 W. 834 inches 13 Ibs. 
= 1150 6 150-200 W. 934 inches 15 Ibs. 
i. 3100 6 100-150 W. 93 inches 15 Ibs. 
3 3150 6 150-200 W. 97/g inches 18 Ibs. 
‘ 4100 6 100 W. inches 10 Ibs. 
4 4200 6 150-200 W. 91/2 inches 17 Ibs. 


i Mounting Rings can be furnished for all Mirroflectors. Add 93c. each, list. 


Listed under Label Service of Underwriters’ Laboratories, Inc. 
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Blown Reflectors 
Made of "Hyperion Glass 





Dishes, Units and Advertising Canteen Globes 


Hyperion’ Glass 























No. 260 No. 1558—Deep Type 
Furnished with Bottom Hole 78—Advertising Ball 
Standard Dimensions Weight 
Number Package Width Length Fitter Standard Package 

78 6 12% x 12% x 4” 30 Ibs 

78 4 Ae x 42° x 6” 28 Ibs. 

78 Q 14” x 14” x 6” 20 Ibs. 

78 1 16” x 16” x 6” 13 Ibs 

260 1 10” 9 a x 6” 5 Ibs. 

1558 24 8” x 4” x 8” 38 Ibs 

1558 6 10” x §* x 10” 15 Ibs 

1558 5 12” x 6” x 12” 22 Ibs 

1558 4 14” x 7 Jo x 14” 24 Ibs 

7001 30 5%" x 4%" x Qu" 34 Ibs. 

7002 24 1%" x 4%" x 2%" 32 Ibs. 

7003 12 84" x 6” x 24" 32 Ibs 

7006 36 if x 3%" x 2%" 76 Ibs. 

7007 24 8" x 3%” x 234" 34 Ibs. 

7008 24 o* x 4%" x ou" 30 Ibs. 

7009 12 11” x a” x Qu" | 40 Ibs. 

et) (eee nn eee Se ee SSS See 
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ag AVERY LIBRARY 
: RQLUMBIA UNIVeRerty 






“Hyperion \ 
Electrics, Eye Shades, Reflectors and Balls 








Bia 
‘ 499—Half Shade 


1520—Reflector 









501—Reflector 






























B-57—Ball 300—Electric 
With and Without 
Metal Fitters 
1910—Bowl 
Standard Dimensions of Glass ee 
Packages Width Length Fitter Standard Package 
“36 414" ay x 24" 33 Ibs. 
36 5" x 434" x 9%” 30 Ibs. 
45 6” x 3%" x 24" 30 Ibs. 
30 rie x 4h” x 2%" 36 Ibs. 
24 8” x a x 4 40 Ibs. 
30 64" x 434" x 24" 30 Ibs. 
27 road x 6” x 3" 26 Ibs. 
12 ele x vie x Ee 18 Ibs. 
12 8” x 8” x 34-4" 22 Ibs. 
1 10” x 10” x 4-5-6" ms Hie 
eS ieee eo) = 
1 16” x 16” x 6-8” 10 Ibs. 
1 18” ae 18” x 6-8” 13 Ibs. 
1 20” x 20” x 6-8” 45 Ibs. 
36 44” x 514" x Qh" 35 Ibs 
8 sly x 5%. x 10” 22 Ibs. 
S 13”. x 54" x 2s 23 Ibs. 
4 15% x 6” 4 14” 26 Ibs 
lI EE —————————————— ee 





sizes of 1520, 1910 and B-57 that may be desired. 
size of Fitter desired on B-57 Balls. 
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